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THE WINDOW TO YOUR 


Where people and their 


homes live happily ever after. 


Fine, handcrafted woods can rival even the beauty of a mountain lake. We build our 


windows from unique, specialty woods, so they are equal to the views they capture. 


Now that we have 5 wood species and 19 clad colors as standard options, you can design MARVIN ^ [ 3 


truly unique homes for your customers. Visit marvin.com or call 1-800-270-7460. Windows and Doors 


Made for you? 


©2004 Marvin Windows and Doors. All rights reserved. & Registered trademark of Marvin Windows and Doors. 


www.marvin.com 


ambient:interface 


interfaces change not only how design works, but how design thinks. 

interfaces are points of connection. They surround us and identify us. 

They demand complex new conversions between design and the worlds it conceives: 
between product design and urbanism, between advertising and architecture, 
between cinema and subjectivity. 
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August 25 through 28, 2004 
International Design Conference in Aspen 
www.idca.org. 1.800.815.0059 


AIA Minnesota 


A Society of 


Institute of Architects 


70th Annual Convention 
& Products Exposition 
November 2, 3, 4 and 5, 2004 


Exhibit Hall 
November 2, 3, and 4, 2004 


Call 612-338-6763 


Wells Federal Bank - Mankato, MN - | | 
Architect - I&S Engineers and Architects 

precast | prestressed concrete 0 Ui futu; C 
Clients have come to rely on us for prod- 


ucts that are leading-edge in quality, cost 
and customer satisfaction. 


The design flexibility and versatility of 
precast concrete, together with our experi- 
ence, workmanship, design support servic- 
es, quick turnaround, accessibility and high 
level of personal service ensure every 
project's success. 


We've expanded our facility to accommo- 
date our customers demand for high quality 
and variety of architectural finishes along 
—— Diet Brie d with our structural concrete components. 
Give us a call or visit our website today to 
learn how precast prestressed concrete can 
form your future. 


MNDAK 


CONCRETE INC. 


Wells Concrete Products 
Wells, MN Grand Forks, ND 
800.658.7049 800.732.4261 
www.wellsconcrete.com www.ciprecast.com 
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Editor's Note 


Reading Houses 


hile skimming through Gaston 

Bachelard's The Poetics of Space the 

other night, I thought about what 
makes a house a home. When does the structure 
in which we live truly become more than a sum 
of its parts; a place in which we can take solace 
and comfort, not just shelter? 

Such thoughts arose because I have long 
fought with my house. Six years ago I purchased 
it for a song and little about it has been tra-la-la 
since. But lately I’m experiencing some sem- 
blance of peace with my 1889 duplex. Years of 
sweat equity and emotional discord have given 
way to renovation projects less dire; to the recog- 
nition that small rooms in which living and 
working occur simultaneously are well-suited to a 
life of the mind; and to an acceptance of the his- 
tory accumulating here, a history of lives that 
have passed through, stayed for a bit or even 
found a final place of rest. 

As Bachelard writes, ^the house is one of the 
greatest powers of integration for the thoughts, 
memories and dreams of mankind." He describes 
how "past, present and future give the house dif- 
ferent dynamisms, which often interfere, at times 
opposing, at others, stimulating one another." 
(Tell me about it!) But over time, a house's 
"councils of continuity are unceasing." Just as a 
house is the stage for events, emotions and every- 
day routines, it's also the metaphysical space in 
which history becomes synthesized and ab- 
sorbed. “The binding principle in this integra- 
tion," Bachelard writes, “is the daydream.” 

The daydream; a time of unthinking think- 
ing: What an apt metaphor for any creative 
process in which research, study, talking, listen- 
ing, writing and drawing coalesce—often when 
we least expect it—into something concrete. 
What better product of this creative process than 
the architect-designed houses included in this 
edition of Architecture Minnesota? 

As Linda Shapiro writes in “Step by Step: The 
Complete Guide to Working with a Residential 
Architect,” an architect-designed home is not 
only a sensible financial investment (the value 
and savings an architect brings to a new home, 
or the renovation of an existing one, enhance 


the home throughout its 
lifetime); it’s also “a dy- 
namic environment cre- 
ated by skilled artisans 
that... . responds to the 
life you're living.” 

In these pages, for in- 
stance, are three Mod- 
ernist cabins that express form, function and 
artistry; a loft-like condo in a high-rise that re- 
flects its urban environment with materials; a 
cottage-style model home that sold before it was 
completed; and a bungalow revived by two archi- 
tects who called it home. The clients who had 
their design team convert a car-repair garage into 
living space and art studios call their new abode 
“a really sane place for us, a place we can really 
use.” The Art Deco addition to a historic house is 
gorgeous to be sure, but the client adds that, 
“What surprised us was how comfortable it is. It 
feels like home, even to the children.” Within 
such statements an architect’s skill and artistry 
are most revealed. 

Did an architect design my house? I believe it 
was the model home for a style of kit houses 
brought in on the railroad (the switching yards 
are a block away) for the early residents of this St. 
Paul enclave, once a new suburb; three similar 
houses are in the neighborhood. In an effort to 
restore the oak-savanna landscape that existed 
here when the house was built, I planted my 
front yard in native prairie plants. 

So the other day, when I read this poem by 
Rilke in Bachelard's book, I had to smile: Maison, 
pan de prairie, 6 lumiere du soir/Soudain vous ac- 
quérez presque une face humaine/Vous étes pres de 
nous, embrassants, embrassés. (House, patch of 
meadow, oh evening light/Suddenly you acquire 
an almost human face/You are very near us, em- 
bracing and embraced.) 


Camille LeFevre 


lefevre@aia-mn.org 
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East Central Public School 
Sandstone, Minnesota 
Architect: 

DLR Group, Eden Prairie, MN 


e Design Flexibility « Strength $ Performance « Beauty 


Minnesota Concrete 
Masonry Association 


D AMCON BLOCK & Precast 


Full Line of Architectural 
Concrete Masonry 
320.251.6030 or toll free: 1.888.251.6030 


Municipal Category 


Calendar 


May 12 

Sarah Susanka, AIA: 

Transforming Your House Into Home 
International Market Square 
Minneapolis, Minnesota 

(612) 338-6763 

Www.aia-mn.org 

Using examples from her new book, 
Home by Design, Sarah Susanka, AIA, pre- 
sents 30 key concepts in home design 
that can be applied to any house. Book- 
signing will follow the lecture. 


May 21-23 
Great Chicago Places and Spaces 
Chicago, Illinois 

(312) 744-3315 
www.cityofchicago.org/specialevents 
The festival celebrates Chicago’s 
renowned architecture, parks, neighbor- 
hoods and structures with more than 
160 free tours and programs. Highlights 
include architect-led tours of renovated 
Soldier Field and a new Hard Rock Ho- 
tel, as well as a lecture on the Pritzker Ar- 
chitecture Prize. 


Through June 4 

Site Index: Rebecca Krinke and John Roloff; 
A Collaborative Design for CALA 

HGA Gallery, Ralph Rapson Hall 

University of Minnesota 

Minneapolis, Minnesota 

(612) 626-9068 

www.cala.umn.edu 

Rebecca Krinke, assistant professor of Land- 
scape Architecture at the University of Min- 
nesota, and John Roloff, professor at the San 
Francisco Art Institute, have created an exhi- 
bition that challenges and expands ideas 
about art and landscape architecture. They 
propose questions about the idea of "site" as 
they conceptually and physically investigate 
the deep geology of landscape, water, vegeta- 
tion and atmosphere. 


June 10-12 

AIA 2004 National Convention and Expo 
McCormick Place 

Chicago, Illinois 

(800) 242-3837 
www.aiaconvention.com 

With more than 150 continuing-education 
programs, 45 tours, 50 special events and at- 
tractions, and 700 leading-edge companies 
exhibiting their products and services, the 
AIA National Convention and Design Expo- 
sition is the premier event for architects, de- 
signers and building-industry professionals. 


Overview 


Through August 8 

Affordable Housing: Designing an 
American Asset 

National Building Museum 

Washington, D.C. 

(202) 272-2448 

www.nbm.org 

Using photographs, drawings, models and 
video to illustrate projects from across the 
country, the exhibition explores the far- 
reaching benefits of good design for resi- 
dents and their broader communities, 
proving that affordable housing can be a 
true American asset. 


Through October 10 

Solos: FutureShack 

Cooper-Hewitt National Design Museum 
New York, New York 

(212) 849-8400 

www.cooperhewitt.org 

The exhibition features an innovative 
form of shelter designed by Sean Godsell; a 
structure for refugees, those displaced by 
natural disasters and homeless persons 
worldwide that can be easily shipped, 
quickly constructed and is powered by its 
solar-paneled roof. 


Janis LaDouceur, AIA, Wins AIA Young Architects Award . 


he American Institute of Architects, based in Washington D.C., 

selected five architects from across the United States to receive 
the 2004 Young Architects Award for leadership in design and ser- 
vice to the profession of architecture. One of the winners is Janis 
LaDouceur, AIA, principal, Barbour/LaDouceur Design Group, Min- 
neapolis, who received the AIA Minnesota Young Architects Award 
last year (see Architecture Minnesota, November-December 2003). 

The AIA confers its Young Architects Award to those in an early 
stage of their architectural careers, regardless of age. It honors archi- 
tects who have been licensed 10 years or less, and show exceptional 
leadership in design, education and/or service to the profession. 

LaDouceur followed a B.A. in political science from UCLA with 
an M.A. in architecture from the University of Wisconsin-Milwau- 
kee. She worked for a number of architecture firms in Chicago and 
as an adjunct assistant professor at the University of Minnesota Col- 


lege of Architecture before founding her own firm with John Bar- 
bour, AIA, 10 years ago. 

LaDouceur says she and Barbour approach each building as a 
sculptural piece that tells the client’s story. “Once we know the story 
we are telling, we approach design holistically, from landscape to ar- 
chitecture and interiors to furniture design,” she explains. 

Since 1993, when AIA began the Young Architects Award pro- 
gram, Minnesota architects have dominated the competition. AIA 
Minnesota architects who have received an AIA Young Architects 
Award include: Vicki L. Hooper, AIA, 1993; Joan M. Soranno, AIA, 
1993; William A. Blanski, AIA, 1995; Michael Fischer, AIA, 1996; 
Robert Rothman, AIA, 1996; Jeffry Kagermeier, AIA, 2001; Mo- 
hammed Lawal, AIA, 2002; Paul Neuhaus, AIA, 2003; Janis 
LaDouceur, AIA, 2004. Dorothy Rand 
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The window on the left was built in the 1930s. 
The one on the right, last week. 


Or was that vice versa? 


Andersen” 400 Series Woodwright™ double-hung windows blend traditional style with Twenty-First 
Century technology. For the perfect look, choose from oak, maple or pine in standard sizes or custom 


dimensions for renovations. Visit andersenwindows.com or contact the dealer below. 


LONG LIVE THE HOME' Andersen. IW 


WINDOWS*DOORS 


List of Dealers: 
C.H. Carpenter Lumber in Lakeville 952-469-3320; Shakopee 952-445-3199; and Victoria 952-443-2681 
Chaska Building Center in Chaska 952-448-6776 
Great Plains Millwork in Oakdale 651-773-9919 
Justus Lumber in Hopkins 952-938-2741 
Matthew Hall Lumber Company in St. Cloud 320-252-1920 
Rum River Lumber Company in Coon Rapids 763-862-7300 
Scherer Brothers Lumber in Minneapolis 612-379-9633; Arden Hills 651-633-9680; and Shakopee 952-496-5500 


Overview 


17th Annual Search for Shelter ane Charrette 


he French word for “cart,” charrette, 
25 to an architecture or art event 
with a timed deadline for finishing a pro- 
ject. The term originated from the École 
des Beaux Arts in Paris, during the 19th 
century, when instructors would walk 
around with a cart, or "charrette," to col- 
lect final drawings as students scrambled to 
complete their work. 

Since 1987, the Housing Advocacy Com- 
mittee of AIA Minnesota has organized its 
own such event, the annual Search for Shel- 
ter Design Charrette. The purpose of the 
weekend event is to aid nonprofit housing 
organizations in providing shelter for the dis- 
advantaged or homeless, those with low in- 
comes or seeking safety, and others in need. 

The building projects are submitted by 
housing agencies that lack the funds to 
hire an architect. The projects receive a 
weekend of intense planning and develop- 
ment by volunteer multidisciplinary design 
teams. The teams include architects, interi- 
or designers, landscape architects and stu- 
dents in these disciplines. The resulting 
product of each team is a set of graphic 
ideas and plans, which become a visual 
tool for the client-agency to acquire fund- 
ing or educate about their cause, or serve as 
preliminary building plans. 

This year's charrette, held in February at 
the University of Minnesota's College of 


INSIDER LINGO 8y Gina Grensing 
Reveal 


Architecture and Landscape Architecture, 
began Friday evening with an opening 
program where projects were introduced, 
followed by group nieetings of clients with 
their respective teams. Saturday morning, 
the design teams visited their project sites 
if possible and designed all day. A con- 
cluding program was held Sunday at 
noon, when the design teams presented 
their finished project designs to their 
agency and each other. 

Over the course of the weekend, 45 vol- 
unteer design professionals and students 
created solutions to the projects submitted 
by the following housing and neighbor- 
hood agencies: 


* American Indian Housing & Community 
Development Organization: an 
independent-living complex for people 
who have successfully completed the 
agency's sobriety program; 


DOROTHY RAND 


* Kingfield Neighborhood Association; a 
masterplan along the Nicollet Avenue 
corridor; 


* Northside Residents Redevelopment 
Council: a single-family home on a 
challenging, small lot; 


* Powderhorn Residents Group and 
Spirit of the Lakes Church: worship/ 
office/housing space for an aging gay/ 
lesbian population; 


e St. Cloud Homeless Concerns Group, 
Chronic Inebriate Committee: a respectful 
and secure housing facility for chronic 
inebriates; 


* Twin Cities Housing Development 
Corporation: a large rental-unit complex 
for recent immigrant populations. 


The charrette solutions from 2004 will be 
documented in a booklet to be published 
next year. But designs from 2000 to 2003 
charrettes can be found in the Housing Ad- 
vocacy Committee's recently published 
booklet, Search for Shelter 2000-2003. The 
publication is distributed to participating 
agencies and volunteers, as well as state 
and city legislators, to create awareness of 
the event and the persistent challenge of 
affordable housing. To obtain a copy call 
the AIA Minnesota office at (612) 338-6763. 
Dorothy Rand 


| pons the meaning of a "reveal" exposes its aesthetic attributes. The term customarily refers to the side of a doorway or window 
jamb that's between the outer wall and the door face or window glass. But as an element of architectural design, a reveal also creates a 
purposeful space between any two materials. The materials may be a hairline apart, 


as in display windows placed next to each other, and the hairline reveal acts as a 
frame. Or materials may be separated by several inches, as in brick walls where a re- 


veal is made the width or height of a brick. 


The bricked reveal may be the same color to give the wall a subtle look; or an ac- 


cent color might be used to make a distinguishable impression. In architecture, the 
noticeable discontinuation of materials introduces lines or patterns into the compo- 


sition. Reveals are often also used to enhance light-and-shadow effects. 
Using reveals has a practical purpose, too. They compensate for expansion and 
contraction of materials, thus cracks that result from building movement are avoid- 


ed. Discover a reveal and you've exposed a design element. 
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ROBERT GERLOFF, AIA 
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RAMSEY 
ENGLER 


INTERIOR DESIGN & PROJECT MANAGEMENT 


1201 CURRIE AVENUE NORTH, MINNEAPOLIS, MINNESOTA 55403 
612.339.9494 www.ramseyengler.com 
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Each of our MPA members is dedicated to the 
highest standards in. the design, production and 
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Good Green Homes: Creating Better Homes 
for a Healthier Planet 
By Jennifer Roberts 
Published by Gibbs Smith Publisher 


n his recent book The New Ecological 

Home: A Complete Guide to Green Build- 

ing Options, Daniel Chiras asks readers 
to: “Imagine a home that stays cool in the 
summer and warm in the winter, yet uses 
only a small fraction of the energy of a 
standard house of similar size. Imagine, 
too, that the home is made from an assort- 
ment of green building materials and 
products that significantly reduce de- 
mands for natural resources, thus minimiz- 
ing environmental damage. Imagine, fur- 
thermore, that a large portion of the waste 
generated during the construction of the 
house was recycled into an assortment of 
useful products, such as paper, garden 
mulch, and particle board, rather then be- 
ing tossed into landfill.” 

What comes to mind? A quirky shack 
built of pop bottles or used tires? A “home 
of tomorrow” in which the dream of living 
lightly on the land occurs without compro- 
mising aesthetics, lifestyle or building mate- 
rials? Actually, Chiras is describing homes 
being built or designed today. Because 
green design—otherwise called sustainable, 
high-performance or ecological design—is 
no longer a fringe concept. It means being 
aware—and smart—about how we use ener- 


Living Green 


BY WILLIAM G. WEBER JR. 


Green by Design: Creating a Home for 
Sustainable Living 
By Angela M. Dean 
Published by Gibbs Smith Publisher 


gy, water and building materials. And it’s 
entering the mainstream housing market. 

Perhaps the fastest-growing sector of 
the home-construction industry, green de- 
sign lessens the environmental impact of a 
building by reducing natural-resource con- 
sumption; improving energy and water 
efficiency; and decreasing waste. Green- 
design strategies also improve indoor-air 
quality and daylighting, and increase a 
home’s durability and resistance to mois- 
ture and mold, thus bettering occupants’ 
health and comfort. 

Green design is not only the domain of 
homeowners investing in new construc- 
tion. As three recent books on green home 
design and construction demonstrate, own- 
ers and renters can make environmentally 
sensitive choices in the design, construc- 
tion and occupation of their dwellings. The 
books’ authors also contend that a home’s 
impact on the environment doesn’t start at 
the door; it begins with an individual’s ba- 
sic lifestyle choices. 

In Good Green Homes: Creating Better 
Homes for a Healthier Planet, Jennifer Roberts 
asserts that ecology starts at home. She of- 
fers an assortment of practical and provoca- 
tive solutions for green living in an existing 


Book Review 


The New Ecological Home: A Complete Guide 
to Green Building Options 
By Daniel D. Chiras 
Published by Chelsea Green Publishing Company 


home, an apartment or a new house. In do- 
ing so, Roberts confirms that green living is 
a process, from choosing the right-size home 
to taking charge of energy use. She insists 
that one can be green and enjoy one’s Colo- 
nial- or Italianate-style house, too. 

In each of the book’s seven sections, 
Roberts deals with a particular aspect of 
green living, from design and quality con- 
struction to renewable materials. And in 
each of her “Good Green Recommenda- 
tions,” she highlights one environmental is- 
sue and multiple strategies for addressing 
that issue. In a section on electricity, for ex- 
ample, she suggests installing compact fluo- 
rescent light bulbs to decrease use of electric- 
ity; and she ends the segment talking about 
energy-producing rooftop photovoltaic pan- 
els and zero-energy home solutions. 
Throughout the book, she skillfully illus- 
trates how “going green” can be simple, and 
how it can change the way people think 
about their lifestyles and their homes. 

Angela M. Dean, AIA, in her book Green 
by Design: Creating a Home for Sustainable Liv- 
ing, emphasizes how one’s interaction with 
the environment is also about lifestyle and 


Continued on page 65 
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e Attractive Since 1897 


Concrete Products Company 
o 
Sound Proof 415 Lilac Street, Lino Lakes, MN. 55014 


* Fire Resistant 1-800-336-6546 651-786-7722 


e Storm Resistant 


Excelsior & Grand (Phase 1) 


St. Louis Park, MN 

Owner: TOLD Development Company 

Architect: Elness Swenson Graham Architects, Inc. 
General Contractor: BOR-SON Construction, Inc. 
Masonry Contractor: Gresser Companies, Inc. 


Sidney’s Restaurant 
Vadnais Heights, MN 
Owner: Sidney’s Restaurant 


Architect/Designer: Architectural Design Partners, P.A. 


General Contractor: Viking Construction, Inc. 
Masonry Contractor: Bill Dentinger, Inc. 


Curve Crest Professional Building 
Stillwater, MN 

Owner: Curve Crest Professional Building LLC 
Architect/Designer: Genesis Architecture 
General Contractor: Welsh Construction, LLC 
Masonry Contractor: Crosstown Masonry Inc. 


S 


University of Minnesota Art Teaching and 
Research Facility, Minneapolis, MN 

Owner: University of Minnesota 

Architect/Designer: Meyer, Scherer & Rockcastle, Ltd. 
General Contractor: Adolfson & Peterson Construction 
Masonry Contractor: Adolfson & Peterson Constriction 


Bloomington Civic Plaza 
Bloomington, MN 

Owner: City of Bloomington 

Architect/Designer: Ankeny Kell Architects, P.A. 
General Contractor: M.A. Mortenson Company 
Masonry Contractor: Stellar Concrete & Masonry 


Westwood Church 

Chanhassen, MN 

Owner: Westwood Church 

Architect/Designer: Hammel, Green and Abrahamson, Inc. 
General Contractor: Witcher Construction 

Masonry Contractor: Northland Concrete & Masonry Co. 


St. Paul Central Library Renovation 

St. Paul, MN 

Owner: City of St. Paul 

Architect/Designer: Meyer, Scherer & Rockcastle, Ltd. 
General Contractor: Cy-Con, Inc. 

Masonry Contractor: Bill Dentinger, Inc. 


Gonda Building 

Rochester, MN 

Owner: Mayo Clinic 

Architect/Designer: Cesar Pelli & Associates 

General Contractor: Knutson Construction Services 
Masonry Contractor: Twin City Tile & Marble Company 


BACIO 

Minnetonka, MN 

Owner: Rick Webb 

Architect/Designer: Trellage-Ferrill Architects 
General Contractor: Reiling Construction, Inc. 
Masonry Contractor: Bill Dentinger, Inc. 


Swedish Institute 

Minneapolis, MN 

Owner: American Swedish Institute 
Architect/Designer: Aaron Parker & Associates 
General Contractor: Crawford-Merz 

Masonry Contractor: Axel H. Ohman, Inc. 


McCary Residence á Peters Residence 

Excelsior, MN Maple Plain, MN 

Owner: Tom and Mary McCary Owner: Jim and Diane Peters 
Architect/Designer: Niwa Design Studio Architect/Designer: Diane Peters 

General Contractor: Erotas Building Corp. Concrete Contractor: ADB Construction Co., Inc. 
Concrete Contractor: Custom Rock International 
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TH 100 & TH 55 Excelsior & Grand 

St. Louis Park, MN St. Louis Park, MN 

Owner: Minnesota Department of Transportation Owner: TOLD Development Company 

Architect/Designer: SRF Consulting Group, Inc. Architect/Designer: Damon Farber 

General Contractor: C.S. McCrossan Construction, Inc. General Contractor: BOR-SON Construction, Inc. 

Concrete Contractor: Custom Rock International / Concrete Contractor: E.L. Bulach Construction Co., Inc. 
E.L. Bulach Construction Co., Inc. 


Newsmakers 


New and Recycled Residences 


BY BETTE HAMMEL 


The 1914 Bamber Valley schoolhouse in Rochester, Minnesota, has been 


converted into a modern family home by Hal Henderson, AIA, and his wife, Holly. When Henderson, principal, Hammel Green and 
Abrahamson, Inc., Rochester, learned the school was for sale, he soon ascertained its possibilities. He especially liked the way the 


building's tall narrow windows brought in daylight. 
Demolition and rebuilding seemed endless. "We just kept taking away more walls, a false ceiling and layers of flooring," Hender- 
son says. But the work had its rewards. Hidden behind a wall, for instance, were a chimney and brick fireplace, which the couple 


reused in the living room. 


Henderson replaced a major bearing wall with a large beam to create an open plan for the kitchen, dining area and front room. 


The lower level, with original hardwood floors, is now a TV room with pool table. New construction involved inserting a curving stair- 
case to a loft above the handsome new master bedroom and bathroom. The main floor has access to three balconies and decks that 
overlook an expansive lawn. The original bell tower, accessed by a library ladder, still stands like a beacon over the property. + 


The Bookmen building 


in the Minneapolis Warehouse District func- 
tioned for many years as a successful center 
for book distribution. Today, its conversion 
into 57 lofts, by James Dayton Design, 
Ltd., Minneapolis, is nearly complete. The 
building is also getting a new neighbor, 
Bookmen Stacks, a modern condominium 
tower designed by the firm. 

In the renovation of the 1914 five-story 
Bookmen, which "retains the building's his- 
toric spirit," says James Dayton, AIA, prin- 
cipal, the original brick and clay-tile interior 
walls were exposed, concrete columns were 


sandblasted and a new insulated low-E win- 
dow system was installed. The fifth floor fea- 
tures eight penthouses, each with spiral stair- 
case leading to a rooftop garden. 

Meanwhile, Bookmen Stacks has a con- 
temporary facade of glass and zinc. As it rises 
to eight stories, the structure's northernmost 
section politely tips toward the historic build- 
ing, as though gesturing, in similar massing. 
All interior units feature crisp contemporary 
detailing and open floor plans; many have 
outdoor terraces facing downtown. Open 
space behind both buildings will become a 
plaza with green space and plantings. +% 


The Allen and Herman residence, near Stillwater, Minnesota, 


was to be built high above Little Carnelian Lake on a rugged bluff with rock outcroppings, 
white pines and birch trees. To preserve the natural beauty of the site, architect Rosemary Mc- 
Monigal, AIA, principal, McMonigal Architects, LLC, Minneapolis, teamed up with Bob Close 
and Jean Garbarini, Close Landscape Architecture, St. Paul. "Together, we worked hard to min- 
imize impact to the site, remove as few trees as possible and preserve natural views of the 
lake," McMonigal says. 

The Minnesota Department of Natural Resources was charged with handling bluff erosion 
and access concerning a 78-foot drop between the road and the lake. Lawn and landscaping 
act as a refined edge around the house; the rest of the property was left natural. In this setting 
sits the shingle-style house, with various gables, large overhangs and horizontal form. Local 
stone defines the base and parts of the exterior. An entry porch, a side screen porch, a court- 
yard and terraces act as transition spaces between interior and exterior, while an organized 
system of windows provides still more views of the lake. + 


Hidden Creek, 


an opulent new four-level 
home designed by Bruce 
Knutson, AIA, principal, 
Bruce Knutson Archi- 
tects, Inc., Minneapolis, not 
only sits near the shoreline of 
Lake Minnetonka's Lafayette 
Bay; the white-stucco, Mod- 
ernist house also includes in- 
door water features designed 
by the architect, per the 
clients' specifications. In the 
main-floor atrium, for in- 
stance, an indoor waterfall 
trickles out of the ceiling 
above the second-floor bridge, 
then cascades down a bubble- 
glass sheet to the wall below. 

The house includes many 
other amenities. The living/ 
dining room has an all-glass 
atrium set off by a four-level 
curvilinear staircase of natural 
maple. There are four bed- 
room suites and two offices, 
as well as a large "cook's 
kitchen," a photography dark- 
room, guest rooms, a wine cel- 
lar, an exercise room and a 
movie theater. 4 
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Now offering associate’s and bachelor’s 


degrees in Interior Design. 
Online courses and evening degree program are available. 


Your education can be creative. Learn more about our degree 
programs in culinary arts, culinary management, graphic design, 
interior design, multimedia & web design, media arts & animation 

and visual effects & motion graphics. 


Your first step towards a creative career is only a phone call away! 


Call (612) 332-3361 or 
1-800-777-3643 for more information 


Financial assistance is available to those who qualify! 


The Art Institutes International 
Minnesota” 


15 South 9th Street, Minneapolis, MN 55402 
Online applications available at 
www.aim.artinstitutes.edu 


For superior insulated 
. residential and 
commercial buildings, 

_ specify The Icynene 
: Insulation System® 


* It’s environmentally 
friendly — non-toxic, — 
formaldehyde free, and 
odorless. 


* Helps prevent 
. condensation related 
mold and mildew. | 
Proven not to be a food | 
source for mold. : 


* Adds value to the 
buildings you design by 
reducing energy costs 


We'll change the way you think about 
by up to 5096, enhancing 


Insulation 


Rising energy costs. Noise pollution. -improving air quality. 
Allergies, asthma, and mold. 


_ © Effectively insulates 


Architects today face problems that weren’t even issues when conventional all ye of construction. 
insulation products were developed. It’s reassuring to know that Icynene" is a . * Simplifies the job of 
superior insulation system that protects buildings like no other insulation can. |. insulating complicated 

When sprayed into walls, ceilings, floors and basements, Icynene® softly expands Pics THE RUNE 
to form a protective barrier. Harmful outside air — including pollutants — 

and noise stays out. Healthy inside air stays in, ensuring a * Call us for a FREE 

Healthier, Quieter, More Energy Efficient? structure. copy of The Icynene 


Architect's Tool Kit. 

A valuable design 
resource for the project 
team (1-800-758-7325) 


It’s the superior insulation system for today's buildings. 


The Icynene Insulation System’ 


Healthier, Quieter, More Energy Efficient® | s 


Contact your local Icynene Licensed Dealer or visit icynene.com 


Foam Boys Insulation Insealation Solutions Minnesota Insealators West Central Insulation Inc. : Icynene is proud to be 
Alexandria, MN Fargo, ND Monticello, MN Spicer, MN a AT ARS : 
320-834-3485 701-238-6269 763-295-0788 320-796-5727 c an AIA Continuing 
kenl@foamboys.com iceman701nd@aol.com mnfoam.com wes/mc@wec.net.com - Education Provider. 
Midwest Foam Systems Northern Insulation Products Insulation Concepts Inc. Heim Insulation - Visit Icynene.com 
Albert Lea, MN Gibbon, MN Owatonna, MN Rochester, MN - for more 
507-373-3530 507-834-6519 507-451-6222 507-287-0339 o f a - x. 
northern-insulation.com JTJohnson550609 yahoo.com ^ heiminsulation.com . Information cR 

~ about our 
Advanced Insulation Energy Smart Insulation WEI Insulation, Inc. T &T Insulation C 5. - 
Solutions Minneapolis, MN Prescott, WI Niagara, ND — CEU program. 
Brookings, SD 763-571-2363 651-437-2933 701-397-5852 -— 
605-693-3854 energysmartinsulation.com wfionline.com AKEOT yahoo.com : 


jpete@itctel.com 


RECOGNIZED AS THE INDUSTRY LEADER 


110 Years of Quality 


Request the work be done 
by Union Contractors 


Ask your architect to specify 
contractors that participate in 
STATE CERTIFIED APPRENTICESHIP 
and TRAINING PROGRAMS 


Make sure your 
Contractor has the 


Union Stamp of Approval 


— j pc [ Pp au * Highly Skilled 
ih. q Carpenters 
e State Accredited 
Apprenticeship 
Programs 
Ti | e Affiliated 
> —— g Contractors Groups 


Photographs provided by: 
Ankeny Kell Architects, St. Paul 


For More INFORM! CONTA 
700 Olive Street LAKES AND PLAINS Phone (651) 646-720 
St. Paul, MN 55101 REGIONAL COUNCIL Fax (651) 645-831 


carpmn@min.org XEPENTERÉ 18D Joers Toll Free (877) 426-372 


Endangered 


Lake of the Isles 
Parkway Residences 


Minneapolis, Minnesota 


BY ROBERT ROSCOE 


inneapolis residents take immense pride in two out- 

standing attributes of their city: an array of pleasant 

neighborhoods and a network of first-rate parks. No 
wonder Lake of the Isles—a small lake with curving shorelines, 
and edged with walking paths, green space, a scenic road and 
exquisite houses—has become a showcase for the city. When 
friends and relatives come to town, Lake of the Isles is invari- 
ably on the tour. 

Located approximately one mile west of Hennepin Avenue 
South and skirted by West Lake Street at its south end, the gen- 
erous parkway around Lake of the Isles invites everyone, while 
the pleasantly irregular body of water creates a sense of open 
space. Meanwhile, the architecturally interesting houses that 
ring the parkway are set back just enough to ensure the inhabi- 
tants’ privacy, but close enough to offer a public face to curi- 
ous passersby. 

As a result, Minneapolis citizens instinctively feel, in a com- 
munitarian way, that this place belongs to them. While most 
Minneapolitans may not personally know anyone who lives on 
Lake of the Isles, we all “know” that Mary Tyler Moore, as Mary 
Richards, set her suitcases down in a charming Queen Anne 
house on West Lake of the Isles Parkway shortly after her hat 
toss on Nicollet Mall. 

While Lake of the Isles may seem unchanged in the memo- 
ries of most everyone who has known it, other people are sens- 
ing that its architectural well-being is being chipped away. In 
the recent past, a few teardowns along the parkway have result- 
ed in older residences being replaced by new and larger struc- 
tures appearing to be out of sync with the venerated status quo. 

The history of Lake of the Isles begins with its unique geog- 
raphy. Tens of thousands of years ago, according to geologists, 
an iceberg stranded in a deep valley melted over time, forming 
a shallow lake basin bordered by bogs. Early white settlers ini- 
tially avoided this lake due to the mosquitoes, while Lake Cal- 
houn and Lake Harriet became desirable areas for lake homes 
and resorts. 

In 1889, the Minneapolis Park Board began dredging Lake of 
the Isles, spreading the soil around the widened shorelines to 


Lakes of the Isles, with its picturesque parkway environs and architecturally 
notable houses, is an urban amenity enjoyed by residents and visitors alike, 
but without historic designation some of that character could be lost. 


raise the grades for a new parkway. By 1911, the lake had been en- 
larged from 80 acres to 120 acres, and encircled with an 80-acre 
landscaped park. Park Board leaders had hoped that the transfor- 
mation would attract upper-class residences that would increase 
the city’s tax base. That indeed happened, and city officials under- 
took further dredging and fill operations to connect the channels 
of Lake of the Isles with Cedar Lake and Lake Calhoun. 

This chain of lakes and the encircling parkways brought in 
residences of notable architecture, which became a catalyst for 
successful real estate and attractive neighborhoods throughout 
Minneapolis’s western edges. Lake of the Isles drew the créme de 
la créme of regional and nationally renowned architects, such as 
William Channing Whitney, Harry Jones, William Gray Purcell, 
Franklin Long, Fredrick Kees, Edwin Hewitt and Christopher 
Boehme, who augmented their careers with superb renditions of 
period styles, along with hybrids and variants. 

Architectural historians point to houses here that exhibit fea- 
tures that influenced the course of such revival styles as Classi- 
cal, Tudor, Spanish Colonial, Mission, Mediterranean Villa, 
Georgian and the emerging Prairie School. Several of the people 


Continued on page 66 
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REAL, natural thin stone veneer in the most popular colors 
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Minnesota Brick & Tile 


Bloomington, Minnesota 952-888-9239  www.siouxcitybrick.com 


Sarah Susanka, AIA 


The architect and best-selling author talks about the “architects’ 


toolbox,” a residential clientele clamoring for architects’ attention 


and the importance of architects sharing their success stories 


BY BARBARA KNOX 


ong before she wrote her best-selling 
L book The Not So Big House (Taunton 

Press, 1998), Sarah Susanka, AIA, was 
puzzling over the fundamental questions of 
what makes a house a home and how good de- 
sign can contribute to both our physical and 
spiritual well-being. 

While studying architecture at California Poly- 
technic State University in San Luis Obispo in the 
mid-1970s, Susanka began to question the basic 
precepts of architectural training. After she met 
Christopher Alexander, father of the Pattern Lan- 
guage movement in computer science and au- 
thor of A Pattern Language, a seminal book on 
how architects can influence the built environ- 
ment, Susanka’s theories about architecture start- 
ed to take shape. 

“I began to realize,” Susanka says, “that 
throughout my architectural training I had been 
told who to admire, what to think, which heroes 
to emulate—but I didn’t know what I thought. 
So I began to go through every day looking at 
buildings, trying to decide what really worked 
and how it made me feel. I came to understand 
that if an architect doesn’t know how to ask 
those questions of themselves, they can’t design 
for someone else.” 

Armed with new insights and new interests 
from her time at Cal Poly, Susanka moved to 
Minnesota in 1978 for further study and gradu- 
ated from the University of Minnesota’s College 
of Architecture and Landscape Architecture in 
1983. That same year she founded Mulfinger, Su- 
sanka, Mahady & Partners Architects in Min- 
neapolis with Dale Mulfinger, FAIA, and 
Michaela Mahady, AIA. Susanka spent 16 years 
with that firm (currently known as SALA Archi- 


tects, Inc., with offices in Minneapolis, Excelsior 
and Stillwater), specializing in residential archi- 
tecture. 

It was her work at CALA that laid the founda- 
tion for The Not So Big House, which spent two 
years as a best-selling book on Amazon.com’s 
Home and Garden list. In that book, which she 
co-authored with playwright and former Architec- 
ture Minnesota associate editor Kira Obolensky, Su- 
sanka addressed the idea of creating smaller, more 
personal spaces that serve not just a family’s physi- 
cal needs, but their spiritual needs as well. 

After relocating to Raleigh, North Carolina, in 
1999, Susanka went on to explore related themes 
in her subsequent books Creating the Not So Big 
House (Taunton Press, 2000) and Not So Big Solu- 
tions for Your Home (Taunton Press, 2002). Now, 
with the release of her new book, Home by Design 
(Taunton Press, 2004), Susanka says she has finally 
“written the book I’ve always wanted to write.” 


When did you first begin to realize how powerful 
your ideas about residential architecture were? 
Throughout my years working with Dale [Mulfin- 
ger] I continued to explore ideas about how we ex- 
perience the built environment and about what 
did and didn’t work in creating successful homes. I 
developed the idea of the “architects’ toolbox” 
and started talking about it at seminars we did at 
the Minneapolis Home and Garden shows. People 
were always so excited; you could practically see 
the light bulbs going on! I realized then that I had 
a powerful tool to help people understand what a 
house can really be about. 


Continued on page 69 


Interview 


“People are most 


often worried about 
architects usurping 
their ideas or not 
listening to them. 
But that’s not what 
architects do. We're 
trained to find out 
what the client wants 
and then make 
decisions about how 


to give that to them." 
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AANCHOR 


BLOCK COMPANY 


Techture Stone is designed not only to be beautiful, 
but versatile. Through a configuration of color, texture, 
shape and size, the design you create is uniquely your 
own. In perfect harmony with the environment, Techture 
Stone liberates creativity without inflating the bottom line. 


=| BLOCK COMPANY 


Web: www.anchorblock.com 
Customer Service: 763-425-9779 


24 ARCHITECTURE MINNESOTA 


a full service custom 
residential design firm. 


230 east superior street 
suite 102b 

duluth, minnesota 
218.722.1060 

fax 218.722.1086 
www.cfdesignitd.com 


summMadesigns 


the custom modern 
cabinetry, wall panel, 
and furniture company. 


230 east superior street 
suite 102a 

duluth, minnesota 
218.740.3497 
1.888.53SUMMA 

fax 218.740.3499 
www.summadesigns.com 
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Wood windows ‘and patio doors that last 
as LONG as the WOODS THEMSELVES. 


With AuraLast wood, the beauty of JELD-WEN” wood windows and patio doors simply lasts longer. AuraLast wood is solid western 
pine which has virtually 100 percent penetration of the active preservative ingredients. So it$ protected from wood decay, 
water absorption and termite infestation all the way to the core. Our windows and patio doors with AuraLast wood are also 
supported by a superior 20-year warranty. To learn more, please call 1-866-447-7583 or visit www .jeld-wen.com/auralast am. 


AuraLast RELIABILITY for real life JELD WEN. 


WINDOWS & DOORS 


©2004 JELD-WEN, inc. JELD-WEN, AuraLast and Reliability for real life are trademarks or registered trademarks of JELD-WEN, inc., Oregon, USA. 


Carlisle Innovations 


FleeceBACK Membranes with Factory-Applied Tape 


From minimizing business interruptions to 
simplifying your single-ply installations and 
improving seaming reliability, Carlisle’s 
FleeceBACK Membranes with Factory-Applied 
SecurTAPE (seaming tape) make the grade. 

Our FleeceBACK Membranes with SecurTAPE 


are selected for durability, energy efficiency and 


fb 


SecurTAPE 


outstanding performance outside the classroom. 
When you choose Carlisle, you also choose 
Architectural Consultants, our Manufacturer's 
Representative in the Minnesota Region. 


Together we'll provide what no other 
manufacturer can, over 4 decades of Experience, 


Innovation and Stability. 


Call today and ask about our 
puncture, hail and wind speed warranties. 


5500 Lincoln Drive, 


800-869-1079 


davem@archconinc.com Frons: 992 985 9800 


Fax: 952-935-9800 


Suite 130, Edina, MN 55436 


ARCHITECTURAL CONSULTANTS, A DIVISION OF GROUP4 MATERIALS, INC. 


€ 2003 Carlisle SynTec Incorporated 
Carlisle and FleeceBACK are 
Carlisle trademarks. 


Carlisle SynTec Incorporated 


Citizen Architect 


Sweet Home Alabama 


Samuel Mockbee, founder of the Rural Studio, enriched the 


architectural profession and inspired a generation of architecture students 


with new notions of affordable housing 


BY PHILLIP GLENN KOSKI, AIA 


t’s almost an ordinary photo- 
|| graph. Ora Lee Harris sits in a 

rocking chair on her front 
porch, her ankles crossed, giving 
one of those warm genuine smiles 
intended more for the person 
holding the camera than the cam- 
era itself. She wears a mannish 
brown hat with the brim pulled 
down, a Scotch-plaid dress and 
white socks stuffed into dark 
brown loafers. Sitting opposite her 
is her husband, Anderson Harris. 


The Harrises are not the kind 
of young, perfectly stylish couple 
that shelter magazines usually pair with high-design residential 
architecture. They have lived long, hard and desperately poor 
lives in one of the most impoverished counties in the Deep 
South. Yet they and their extended family live in a masterpiece of 
contemporary design. Structurally inventive, the house is a col- 
lage of folded planes, reused materials and quirky details, all in- 
fused with the joy of building. The wood-frame porch alone 
emits enough angular ebullience to keep pace with the more dar- 
ing works of such innovative firms as Morphosis and such star ar- 
chitects as Daniel Liebeskind. 

The Harris House, also called the Butterfly House, is one of 
many remarkable structures designed and built by the Rural Stu- 
dio, a partnership of architecture students from Alabama's Auburn 
University, representatives from various public agencies, and ar- 
chitects who design and build houses and community spaces for 
the rural poor. The iconic Harris House, featured in Rural Studio: 
Samuel Mockbee and an Architecture of Decency (Princeton Architec- 
tural Press, 2002), has piqued widespread media interest. 

Founder Samuel Mockbee, who passed away in 2001, posthu- 
mously received the American Institute of Architects' highest hon- 
or for an individual, the Gold Medal, in 2004. An award-winning 
designer in his personal practice, Mockbee was recognized by the 
AIA as an innovator in a highly stigmatized area: low-income, low- 


urba housing failures as Pruitt-Igoe (see 
photo page 72) have come such affordable-housing solutions as the 
Butterfly House, created by the Rural Studio. 


cost housing. While the work of 
the Rural Studio is strongly tied to 
the agrarian and small-town envi- 
ronment of Hale County, Alaba- 
ma, its lessons—architectural and 
philosophical—are universal. In 
nominating Mockbee for the AIA 
Gold Medal, his peers wrote that, 
"the Rural Studio he founded 
[has] transcended both architec- 
tural profession and academy and 
[has] found shelter in the hearts of 
the populace." 


ib A 
FROM RURAL STUDIO: SAMUEL MOCKBEE AND AN ARCHITECTURE 


OF DECENCY (PRINCETON ARCHITECTURAL PRESS, 2002). 


Housing advocates and civic- 
minded architects welcomed news 
of Mockbee's honor, as the award recognizes the social significance 
of the Rural Studio's work. More important, the award aimed a 
bright light on Mockbee's ability—and by extension the profes- 
sion's latent capacity—to make architecture relevant again in the 
creation of decent, affordable housing, whether it's located in the 
country or the city. The Rural Studio not only succeeds in putting 
roofs over the heads of a vastly underserved community; its results 
are astonishingly beautiful and architecturally inventive, and they 
exhibit a deep respect for the needs and values of the clients. 

What a far cry from conventional notions of low-income or 
public housing in the last decades; in particular, such notoriously 
uninhabitable “urban-renewal” projects as the Pruitt-Igoe Houses 
in St. Louis, Missouri. When Pruitt-Igoe went down in 1976, its 
demolition sent deep fractures through the planning and architec- 
ture profession. Like many public-housing projects and urban-re- 
newal schemes from the 1950s and 1960s, Pruitt-Igoe was built on 
the social ideal of providing decent, clean and affordable residences 
as a more equitable alternative to the crowded tenements and 
slums of America's inner cities. Of all the roads paved with good in- 
tentions, Pruitt-Igoe was the Ventura Freeway. 


Continued on page 72 
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THE BEST BUILDINGS 
ON EARTH ARE 


m Y 
3 fa 1 


——— 


More than a million bricks laid in a series of unique patterns, textures and colors make the Veterans Administration Health Care 
Facility in Detroit, Michigan, a striking example of masonry design by architects Smith, Hinchman & Grylls Associates. But masonry 
was chosen for more than its beauty and flexibility of design. Buildings built of masonry by skilled union craftworkers will outperform, 
outshine and outlast any others. Add to that the speed and efficiency of union masonry contractors, and you have a prescription for 
health care facilities that satisfies any schedule and budget. We're The International Masonry Institute, and we'd like to help you 
design and construct the best buildings on earth. Visit us on the World Wide Web at www.imiweb.org, or call us toll free at 


1-800-MI-0988 for design, technical and construction consultation. 


WE 
BUILD 
FOR 


The International Masonry Institute LI FE | 


The International Masonry Institute — a labor/management partnership of the International Union of Bricklayers and Allied Craftworkers and the contractors who employ its members. 
©1998, IMI 


Cold Comfort 


BY BILL BEYER, FAIA 


rom prairie sod house to postwar rambler 
F to suburban McMansion, we’ve come a 
long way since the technologies of resi- 
dential construction and central heat mastered 
the cold. Now, rather than enduring the tem- 
perature extremes of a season, we rely on our 


finely calibrated heating-and-cooling systems 


to match the air to our needs. Our notion of . 


comfort has evolved with technology. 

Many new homes have digital brains to 
monitor and control light, security and com- 
munications. We can buy toasters with embed- 
ded chips that recognize bread types and toast 
them accordingly, and home theaters with 
room-sized screens and sound systems to rival 
the concert hall. The Internet allows us to 
shop, bank and pay our bills without leaving 
our comfy, ergonomically fitted chairs. We 
buy cars with as many creature comforts as our 
homes and house them in regal style with our 
other gas-powered toys. Here is the American 
Dream: all the comforts of home with one- 
way, filtered access to the wider world. 

Trend maven Faith Popcorn coined the 
term “cocooning” in the late 1980s to describe 
our growing tendency to retreat from the 
craziness of everyday life by feathering our 
home-nests ever more opulently. In the last 
decade, the expanding technologies of home 
comfort have made that retreat easier, increas- 
ing our inward focus. 

Ms. Popcorn has also noted a trend toward 
increased environmental consciousness, to 
broader concerns for clean air, clean water and 
healthy communities. Those concerns can 
only grow as we recognize several cold, hard 


facts: that world population acquires the 
equivalent of San Francisco every four days; 
that countries like China are booming and 
their citizens want our consumerist lifestyle; 
that the City of Shanghai recently banned bi- 
cycles on its major streets to make room for au- 
tomobiles; and that the world politics of oil 
continues a plunge toward insanity. 

It's clear that the challenges of our larger en- 
vironment won't be addressed by looking in- 
ward. Architects have long been drawn to the 
design of single-family homes: beautiful, often 
sustainable retreats like those featured in this 
issue of Architecture Minnesota. These are places 
designed to respect their neighborhoods, to sit 
lightly on the land, to know where the sun ris- 
es and sets and which way the wind blows. 

But the profession of architecture grew up 
with our nation's cities. When the American In- 
stitute of Architects was founded in 1857, U. S. 
population was 30 million, largely rural. When 
the AIA celebrates its sesquicentennial in 2007, 
U. S. population will exceed 300 million, most- 
ly urban. Clean air and water, sane energy and 
land-use policies, and balanced transportation 
systems are where effective solutions for a sus- 
tainable future reside. 

It's increasingly apparent that our society 
can no longer be content with cocooned bliss. 
We need a bigger dream; an American Dream 
of healthy, sustainable and livable communi- 
ties. To better influence the design of that sus- 
tainable dream, architects must find ways to 
emerge from our cocoons, redefine our com- 
fort zones and learn to enjoy the heat of politi- 
cal engagement. 


Talking Point 


"All that man can do 
to make our houses 
warm and air tight is 
done, even to putting 
on storm sashes. 
There is no 
complaining of a 
chilly feeling. 
Nothing freezes in 
the pantry and the 
water is never turned 
off in the coldest 
weather. We are 
comfortable and 


therefore contented." 


American Architect and 
Building News 
— September 2, 1876 
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WITH RICH MATERIAL 


Thomas Whitcomb, AIA. 
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The condominium unit on the north 
side of the Mississippi River had gorgeous 
views of St. Anthony Falls, the Minneapolis 
downtown skyline and the river itself. But the 
1,400-square-foot space, located on an upper 
floor of a high-rise, was compartmentalized 
into three bedrooms, and a tight entry hall 
and circulation spaces. So the client called on 
Thomas Whitcomb, AIA, Thomas Whitcomb 


Architect, Inc., Golden Valley—the two had 
worked together on a previous project—to re- 
configure the unit from a confining condo 
into an open, loft-like space that incorporated 
the client’s existing furnishings. 

“We had two goals,” Whitcomb says. “One 
was to simply open up the space so multiple 
views were available from every room.” Thus, 
walls were removed—only one bedroom re- 


mains—so living, kitchen and dining spaces 


could flow together. But while the client 
loved open-plan loft living, the usual indus- 
trial aesthetic was out of the question; this 
condo needed to be an elegant space. 
Combining the client’s love of the city 
and the river with the desire to not just ad- 
mire the views but actually introduce their 
rich, shimmering characteristics to the space, 
Whitcomb realized the second goal: “To 
bring the materiality of downtown build- 
ings—like the golden Kasota stone of the 
Wells Fargo building, and the contrasts of the 
golden stone and black granite of the post of- 
fice—to the condo’s interior, along with the 
reflective quality of the Mississippi River.” 
The result, completed in 2003, is a sumptu- 
ous loft-like space in which a palette of light, 


DAN WHITTAKER 


dark and reflective materials integrate the pri- 


vate interior with exterior views in a seamless 
portrait of urban living. “Here, high above the 
city, you feel as though you’re part of the envi- 
ronment and the downtown,” Whitcomb says. 
The Brazilian black-granite windowsills 
and counters, the clear-plain sliced-ash 
floors, and the walls and floors of golden 
quartzite tile (which is embedded with glit- 
tering mica flakes), reference the limestone 
Wells Fargo tower, and the limestone and 
Cold Spring granite exterior of the post of- 
fice. Italian tiles on columns and walls add 
prismatic colors to the entry hall and bath- 
rooms. A sprinkler pole in the kitchen, 
which actually runs the entire length of the 
high-rise, was covered in small glittering tiles 
that echo the sink’s quartzite backsplash. 


Project 


Walls were removed in order to 
open up the space to light and 
views (left and left top), while a rich 
palette of materials—including black 
granite and quartzite tile—bring the 
shimmering qualities of the 
outdoors to the interior (opposite). 
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DAN WHITTAKER 


Whitcomb also abstracted the 
urban environment into a series of 
window-like squares that repeat 
throughout the space in doors 
(such as those, above right, 
leading to the bedroom), 
cabinetry, chairs and storage 
spaces (above). 


Plan 

Kitchen 
Living area 
Dining area 
Study 
Foyer 
Dressing 
Bedroom 
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“These materials are about grabbing some 


of the organic environment—the shimmer 
off the water, the waves of the river, the leaves 
dancing in trees along the Mississippi—and 
bringing them inside, just as the reflection of 
the sun on the water bounces and dances onto 
the ceiling,” Whitcomb says. 

The architect also “abstracted the architec- 
tural environment out the windows,” he says, 
by creating a grid pattern that repeats in the 
“skyscraper” doors, shelves, bookcases, cabinet 
doors and wine storage. All the cabinets and 
millwork are curly ash, which “has a horizon- 
tal striation or grain that’s almost a wave pat- 
tern,” Whitcomb explains. 

The design also uses cove lighting to en- 
large the study, living and dining areas, as the 
coves wrap corners to “stretch” the length of 
the rooms. At night, the gentle illumination 
creates a “reflecting pool of light,” Whitcomb 
says, that mirrors moonlight on the river and 
waterfalls below. 

Not only has the condo renovation vastly 
expanded a sense of scale within the unit’s 
public and private living areas. “Using materi- 
als and geometry, we've tied the living spaces 
into the dramatic skyline and historic river- 
front of Minneapolis’s downtown," Whitcomb 
adds. “We literally reached out and grabbed 
some urban life, its organic qualities and its 
materiality, to make the client feel an integrat- 
ed part of the city environment.” 


River-City Condominium 
Minneapolis, Minnesota 
Thomas Whitcomb Architect, Inc. 
Golden Valley, Minnesota 


Project 


Art Deco Waltz 


Design team (left to right): Mark 
Nelson, AIA; David Heide, Assoc. AIA; 
Brad Belka. 


In 1928, construction magnate Frank M. 
Groves built a house near Lake Harriet 
that remains such an outstanding example of 
the Mediterranean Villa style, it's on the Nation- 
al Register of Historic Places. The second owners, 
who purchased the house in 1988, were attract- 
ed by the pristine condition of its white brick-ve- 
neer exterior, red barrel-tiled hip roof, broad ter- 
race with iron rail and use of arch forms. But 
they especially liked the house's Art Deco interi- 
or detailing and craftsmanship. 

As with many houses built in this period, 
however, the separate family and servant 


ALEX STEINBERG 


spaces no longer suited contemporary family 
living. The original kitchen, isolated from the 
rest of the house, was small with insufficient 
lighting and layers of dark varnish on the 
woodwork. The adjoining chauffeur quarters 
were inaccessible except through the basement- 
level garage. 

The owners wanted to update their historic 
home by creating a large, user-friendly kosher 
kitchen and an informal family room that would 
bring the children's activities in closer proximity 
to meal preparation. A home office easily con- 
verted into a guest bedroom, and an improved 
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ALEX STEINBERG 


The historic home's addition 
includes a stair tower 
enclosing a formerly open-air 
space (page 33) that leads to 
a renovated kitchen with 


sumptuous Art Deco 
detailing and cabinetry 
(above left and top), and 
which opens into a new 
family room (above right and 
opposite) with a classic, 
streamlined elegance. 
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guest entry from the auto court were also impor- 


tant considerations. 

The clients chose David Heide Design, LLC, 
Minneapolis, to lead the renovation, they say, be- 
cause the firm “struck us as creative, innovative 
and passionate. At the same time, the design 
team’s knowledge of and love for historical archi- 
tecture assured us that they would maintain the 
historical integrity of the house.” 

Extending the Art Deco elements of the house's 
interior was a priority. “We looked to the original 


house to see how the architect handled detailing 
and tried to stay within similar guidelines while 
using our own sensibilities in solving design 
problems,” says David Heide, Assoc. AIA, director. 

“One of the tenets of historic preservation is 
to not blur history,” Heide says. “You want to 
leave, in some respects, a clear roadmap, which 
means making enough of a transition between 
the existing structure and what you’re adding so 
that someone looking at the building can under- 
stand its natural evolution.” 

The design solution involved connecting the 
main house to the chauffeur quarters by enclos- 
ing the open terrace between the two with a two- 
story stair-tower entrance leading to the main 
rooms of the house. Directly off the main en- 
trance hall is a mudroom where the basement’s 
original knotty pine has been extended to draw- 
ers, cupboards and cubbyholes for the children’s 
belongings. 

While the stair-tower addition is subordinate 
to the original building, its scale and massing are 
compatible. The white brick matches that of the 
original house. The copper roof contrasts with 
the tile roof of the main structure, yet copper is a 
material found elsewhere on the building. It 
helps to set the new construction apart just 
enough, leaving a clear understanding of what is 
old and what is new. 

A dramatic spiral staircase connects the en- 
trance hall inside the tower to the kitchen and 
family rooms above, anticipating the curvilin- 
ear character of the renovation. The new 
kitchen provides modern conveniences while 
introducing a streamlined Art Deco sensibility 
reminiscent of 1930s glamour and opulence. 
You can almost picture Fred Astaire and Ginger 
Rogers waltzing around the glittering granite is- 
land, then stopping at the elegant built-in wine 
service to sip a martini. 

The plaster relief on the kitchen ceiling and 
the elliptical shapes of the island and cabinets re- 
call the original breakfast room, a small oval off 
the original kitchen. Big-leaf maple cabinets (a 
wood generally used in musical instruments) 
with stainless-steel inlay also reference the origi- 
nal birch-plywood cabinets, but offer a spectacu- 
lar upgrade in materials. The sepia glow of the 
maple offsets the luminous sheen of the blue- 
pearl-colored granite counter and island tops, 
and the periwinkle-blue plate glass of the back- 
splashes and pass-through doors. 
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The two-story stair tower 
(opposite top right) opens into 
the breakfast room (above). 

A classic Art Deco butler’s 
pantry (opposite top left) is 
conveniently located between 
the breakfast room and a more 
formal dining room with 
chandelier. The office (right) 
continues the theme with built- 
ins and Deco-inspired tables. 
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ALEX STEINBERG 


A butler’s pantry and wine service are con- 
veniently situated between service doors to the 
dining and breakfast rooms. The client’s need 
for a kosher kitchen with separate cabinets for 
dairy and meat dishes, cookware, dishwashers 
and preparation areas meant the kitchen had 
to expand. Heide kept the work areas con- 
tained within one relatively large space and 
the client says she can now “move about easi- 
ly, even when a large crowd has congregated 
in the kitchen.” 

Located in what was originally a sunroom, 
the new breakfast room (which has become the 
main family dining area) has a set of French 


doors opening to the stair tower and a new pass- 
through with pocket doors into the kitchen. 
Above the pass-through, glass cabinets with slid- 
ing doors relocated from elsewhere in the origi- 
nal kitchen allow in light from the breakfast- 
room windows overlooking a terrace. 

A wide proscenium-style arch connects the 
kitchen and family room. Occupying the site of 
an original outdoor terrace, the family room is 
lined with Deco-inspired wenge and mahogany 
cabinetry housing electronics, a computer 
workstation and a television. A variety of wood 
grains and creamy leather and fabric upholstery 
add texture and warmth to the streamlined sim- 
plicity of the furniture, woodwork, fireplace and 
Jerusalem-stone floors. 

The adjacent home office, which also func- 
tions as a guest room, carries on the themes of 
the family room through built-ins with ebony 
inlays and Deco-inspired drum tables. Original- 
ly two servants’ bedrooms, the area also in- 
cludes a small bathroom with heated-tile floors, 
and glittering mosaic-tile walls that slyly refer- 
ence the blue-pearl granite in the kitchen. 

The 2,630-square-foot renovation’s interior 
details, including furniture, cabinets, molding 
profiles, casework and interior finishes, were de- 
signed or chosen by the design team to orches- 
trate the relationship of traditional to contem- 
porary. “The woods and glaze mix throughout 
the renovation so they don’t conflict with the 
rest of the house,” Heide says. “It’s about the 
graphic quality of things—what should step for- 
ward and what back. Where are the silent parts 
and where is the music?” 

Blending the streamlined pizzazz of a 1930s 
luxury ocean liner with the sensuous warmth of 
a domestic haven, the design team’s renovation 
is both stylish and livable. “We knew the reno- 
vation would be beautiful,” the clients say. 
“What surprised us was how comfortable it is. It 
feels like home, even to the children. And we 
achieved what we set out to do without com- 
promising the historical aspects of the house.” 


Lake Harriet Residence 
Minneapolis, Minnesota 
David Heide Design, LLC 


Minneapolis, Minnesota 


~ US 
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. Stair-tower entrance 
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. Kitchen 

. Family room 

. Office 
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Design team (left to right): Marc 
Thompson; Brian Larson, AIA; 
Ron Brenner. 
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When Cottagewood Partners, L.L.C., a 
small custom-home builder in Deephaven, 
decided to work in the Saunders Lake North 
development in Minnetrista, the company was 
interested in creating a home with a “cottage 
aesthetic,” a style it had identified as being 
popular with its clientele. “The cottage style is 
basically a very casual home that still has some 
formality about it,” explains Jim Kirkland, 
who’s responsible for Cottagewood’s develop- 


ment work. “It offers a contemporary, open 
plan but has traditional detailing layered on 
top so it feels friendly and cozy.” 

When Cottagewood approached Larson Bren- 
ner Architects, Stillwater, about designing that 
home, the firm was happy to come on board. 
Previous collaborations with the builder—includ- 
ing Midwest Living’s 2003 Idea Home—had 
proven the two firms work well together. No- 
tably, they had already established the level of 


trust necessary in the architect/builder relation- 


ship, where the builder sits in on all design meet- 
ings and offers cost-control assessments from the 
start of the project. 

“We've had a great working relationship with 
Cottagewood for about five years now,” says Bri- 
an Larson, AIA, principal, who, with partner Ron 
Brenner, designed the home as a showcase for 
the 2003 Parade of Homes. (The home was sold 
during construction, but the owners agreed to 
participate in the Parade of Homes.) “Cottage- 
wood came to us with a forested lot with interest- 
ing terrain near the lake and wanted a house de- 
signed specifically for that lot,” Larson continues, 
“but also one that would be a prototype of sorts 
for future projects." 

About the design, Brenner adds: “The typical 
buyer for this type of house is a young family 
with kids. The family needs spaces for informal 
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gathering, entertaining and working, and they 
also want places to escape. If you try to accom- 
modate all of that with individual spaces you will 
have a very large house!" 

To create an affordable, flexible and open plan, 
the team designed multifunctional spaces. For in- 
stance, the living room was made into a full-time 
family space by incorporating a media center and 
a fireplace, and one dining room replaces the typ- 
ical breakfast nook, formal dining room and 
kitchen eating areas. 

The 1,385-square-foot main floor centers on 
an open kitchen placed almost squarely in the 
middle, with dining and living areas opening off 
either side. The stair to the second level is adja- 
cent to the kitchen, too, keeping that area the 
identifiable hub of the home. A den/office sits be- 
tween the living room and the garage. 

Upstairs, three bedrooms, two baths and sev- 
eral hundred square feet of "bonus space" 
(which sits atop the attached three-car garage 
and can be built out in the future) fill 2,090 
square feet. As Brenner explains, "There's a fair 
bit of square footage on the second floor, but we 
didn't want to create a bulky, two-story design. 
To avoid that, we brought the roof line down, 
created a very steep pitch and arranged the sec- 
ond-floor spaces under that roof, creating dorm- 
ers where appropriate." 

The interior finishes, which the design team 
credits to Baker Court Interiors, St. Paul, are de- 


Project 


A wrap-around porch, 
columns, window boxes, 
gingerbread-like detailing 
and screen porch give 
this model home its 
traditional charm 
(opposite and above). 
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Dining room 
Kitchen 

Living room 
Den 

Screen porch 
Bedroom 
Master bedroom 
Bonus space 


1. 
2. 
3. 
4. 
5. 
6. 
7. 
8. 
9. 


First floor Second floor 
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tailed with traditional white-enamel-painted 


trim and casework, with contrasting mahogany- 
stained cabinetry. “It’s a very ‘East Coast summer 
house’ look,” Kirkland says. 

The design team also added traditional ele- 
ments outside to soften the straightforward 
massing of the house. An old-fashioned wrap- 
around porch in front and a private screen porch 
in back allow the homeowners to take advantage 
of beautiful wooded views. Traditionally styled 
fascia boards, columns, window boxes and win- 
dow trim all further contribute to the cottage aes- 
thetic the builder sought. 

Because “low-maintenance” is the watch- 
word of so many clients these days, the archi- 
tects chose a paintable fiber-board cement sid- 
ing that holds paint much longer than tradi- 
tional cedar siding; they also specified Miratec, 
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The design team created an 
open floor plan in which the 
living space (opposite), kitchen 
(left) and dining area (above) 
blend into a seamless, 
contemporary whole. 


a composite wood product, in lieu of wood 


trim. Aluminum-clad windows (wood on the 
inside) complete the traditional, clapboard- 
style exterior. 

“Buyers of Cottagewood homes tend to ap- 
preciate craftsmanship and a high level of de- 
sign,” explains Larson. “But clients with more 
modest budgets can get what they want, too,” 
he adds. “The trick is to really pay attention to 
the program and eliminate spaces that aren’t re- 
ally used. Straightforward materials with quality 
design and construction: That’s how you make 
this happen.” 


Model Home at Saunders Lake 
Minnetrista, Minnesota 
Larson Brenner Architects 


Stillwater, Minnesota 
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Bungalow Charm 


A MARRIED COUPLE APPLY THEIR ARCHITECTURAL SKILLS TO REVIVING A BUNGALOW 


AND THE TIME-HONORED IDEA THAT GOOD DESIGN EQUALS GOOD VALUE 


Design team (left to right): Todd 
Hansen, AIA; Christine Albertsson, AIA. 
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Tucked into a 40-by-40-foot lot near 
Lake Calhoun, the tiny 1917 bungalow that 
Christine Albertsson, AIA, and Todd Hansen, 
AIA, partners in Albertsson Hansen Architec- 
ture, Ltd., Minneapolis, first toured in 1992 was 
a mess. The 1,200-square-foot house had been 
stripped of all character and neglected for 
decades. Its only upkeep had been at the man- 
date of the City of Minneapolis. The couple, 
toying with the idea of purchasing the house, 
solicited the opinions of fellow architects. The 
comments were unanimous: “Don’t do it.” 


ANDREA RUGG 


By Barbara Knox 


They bought the house anyway. “We were 
young and naive,” says Albertsson with a laugh. 
There were some positives, Hansen points out: 
“The shape of the exterior, the beautiful clay- 
tile roof, the balcony and the daylight inside 
through lots of windows—those were all pluses. 
And the house had a great location.” 

The two architects started the renovation 
by redashing the gray stucco exterior with a 
soft-yellow stucco. They also replaced the bal- 
cony porch and reinforced the sagging front- 
porch roof, adding a new redwood beadboard 
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ceiling, a new floor and new concrete caps on 
the steps. 

Some of the neglect turned out to be a bless- 
ing in disguise. The windows had been ignored 
but never replaced with cheap aluminum com- 
binations. So while Albertsson and Hansen used 
“about a gallon and a half of glazing com- 
pound” fixing windows, they were delighted to 
have original storms and screens. Likewise, the 
architects were pleased the red-clay roof hadn’t 
been “updated” with asphalt shingles. To repair 
the roof, they removed all the clay tiles, replaced 
the underlayment and relaid the tiles. 

The house’s interior had received an unfor- 
tunate update in the 1950s. All interior doors 
had been removed and replaced with vinyl ac- 
cordion doors; and the millwork, base trim, 
balusters and cabinetry were gone. The couple 
found the house’s original solid-core doors in 
the basement. But in areas like the kitchen, “we 
went back to the studs and started over,” Al- 
bertsson says. 

The challenge was to fit a contemporary 
kitchen into the same 10-by-10-foot space, since 
the architects were committed to keeping the 
same footprint. A combination of salvaged ma- 
terials—the architects used cabinetry and trim 
discarded from other jobs—and new appliances 
and fixtures introduced an updated bungalow- 
style feel. White ceramic-tile backsplashes laid in 
a classic subway pattern with gray-toned grout 
and light-painted cabinetry are a crisp contrast 
with the new stainless-steel appliances. 

Elsewhere in the house, Albertsson and 
Hansen redid floors, removed wallpaper, uncov- 
ered original plaster and repainted. They added 
back bookshelves (which had been removed) on 
either side of the fireplace. Instead of replacing 
the missing stair rail, they enclosed the stair well 
with a partial wall of wainscoting—which 


Hansen built out of poplar wood and masonite 
board—topped with a four-paned window frame. 

Albertsson and Hansen recently moved to an- 
other house they’re renovating and sold this 
house, which has become a neighborhood fa- 
vorite. The architects won a 1998 Blooming 
Boulevards award from the City of Minneapolis 
for their perennial gardens and the Scandinavian 
yellow-and-green color scheme has popped up on 
other properties nearby. 

“We take that as a great compliment,” Hansen 
says. “Other people said it wasn’t worth it to take 
this house on, but this project testifies to the fact 
that bigger isn’t always better. This house is 
about how good design and high-quality mainte- 
nance can provide great value, even in a small 
house on a very small lot.” 


South Minneapolis Bungalow Renovation 
Minneapolis, Minnesota 

Albertsson Hansen Architecture, Ltd. 
Minneapolis, Minnesota 


Project 


Keeping within the original 


footprint of the house (above) 
the design team restored its 
charm by replacing missing 
bookcases next to the fireplace 
(opposite), redoing floors and 
walls (top left) and blending 
contemporary appliances with 
traditional cabinetry in the 
kitchen (top right). 


Plan 

1. Living room 
2. Dining room 
3. Pantry 

4. Kitchen 
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Urban Canvas 


A PAIR OF ARTISTS AND EMPTY-NESTERS TRADE THEIR HOME AND STUDIOS FOR AN 


URBAN LIVE/WORK SPACE THAT HAS IT ALL By Barbara 


Design team (left to right): Bryan 
Anderson; Cody Wasmoen; Timothy 
Fuller, AIA. 
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Two years ago, when a pair of artists 
discovered an old automotive-repair 
shop for sale on the outskirts of downtown St. 
Paul, they suspected they had found their fu- 
ture home. With their children grown, Paulette 
Myers-Rich and her husband David Rich want- 
ed to give up their Merriam Park home and 
their two separate studios and move to a hy- 
brid live/work space. Prepared to head to the 
country if necessary, the urban artists were 
thrilled to find a space in the city that they felt 
would accommodate all their needs. 

“I first met with David and Paulette nine 
months before they found their building," says 
Tim Fuller, AIA, principal, SALA Architects, Inc., 
Minneapolis. “We talked about what they want- 
ed and what kind of building they might need. 
Then, when they found this place for sale, I 
walked through it with them before they bought 
it to evaluate the building." 


The building, as it turned out, was near perfect 
for the artists’ needs. Built in 1916, the single-sto- 
ry brick garage had later been used as an antiques 
store and warehouse. Measuring 60 feet across 
and 90 feet deep, the structure, which filled the 
lot side-to-side, included 5,400 square feet of 
high-ceilinged space. And because there were no 
load-bearing interior walls—steel trusses resting 
on brick pilasters span the entire width of the 
building and provide structural support—the 
building essentially became a blank canvas once 
it was cleared of debris from the last tenant. 

“We didn't want to mess with the building's 
brick, load-bearing walls," says Fuller, "because 
making cuts for new doors and windows can 
become quite expensive. So I took all the exist- 
ing openings as a given and that helped us align 
the interiors." 

Fuller's plan gives approximately two-thirds of 
the building over to studio space for Paulette and 


David, while one-third goes to living quarters. An 
eight-foot-wide corridor that Fuller calls “the 
gallery” stretches straight ahead from the front 
vestibule, separating studio space on the left from 
living space on the right. 

Paulette, a photographer and fine-press artist, 
wanted her studio in the light-drenched front of 
the building, while David, a painter, created his 
studio in the back. An internal core that houses 
laundry, a darkroom, mechanical systems and a 
small study separates the two studios. With the 
trusses left exposed overhead, ceilings soar to 18 
feet, leaving both artists with much-appreciated 
vertical space. 

Throughout the studio side, the architectural 
vocabulary is clean and functional. Black-stained 
concrete floors finished with a high-gloss sealant 
act as a light receptor, while eight-foot partition 
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walls topped with transparent polycarbonate 
panels allow light to filter into the interior 
spaces. Simple mesh roller-screen shades and slat- 
ted blinds cover the large bank of windows that 
front Paulette’s studio. 

On the residential side of the building, how- 
ever, Fuller made sure to provide a more human 
scale and a warmer, softer palette of materials 
and colors. Instead of concrete, floors are dark- 
stained oak. Flat drop ceilings top out at a 
much-less-cavernous 12 feet. An eight-foot-high 
“wall” of stained birch-plywood cabinetry runs 
the length of the residence—the back side of 
the cabinetry wall forms one wall of the 
gallery—and provides storage for the various ar- 
eas of the “house.” 

In the front living area, which has informal 
seating, the cabinets hold books, a stereo and 
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The former automotive-repair 
shop (below) has new life as 
a contemporary, open-plan 
living space with an urban, 
artistic feel (above). 
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David's painting studio (top) 
has plenty of wall space for 
displaying his work, while 
Paulette's studio (above) has 
lots of storage for 
bookmaking and 
photography equipment. 


Plan 
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. Vestibule 

. Living/dining 

. Kitchen 

. Gallery 

. Bedroom 

. Anteroom 

. Paulette’s studio 
. Darkroom 

. Study 

. David's storage 

. David's studio 

. Garage 

. Raised garden bed 
. Patio 
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record albums. In the center, where a massive din- 
ing table fronts a built-in banquette that screens the 
kitchen from view, the cabinet wall acts as a buffet 
and pantry. In the back of the building, where the 
bedroom and bath are located, the wall provides 
space for a home office and personal storage. 

“The colors, the textures and really good design 
make this place feel special," says Rich, who points 
to such subtle details as the cabinetry wall's nine- 
inch toe-kicks (versus the more standard three- to 
four-inch toe-kick) and how the ductwork runs 
above the cabinetry at exactly the same height as 
the window's edge. The couple chose the color 
palette, which helps separate the space visually: 
dark blue for the kitchen and foyer, light blue for 
the bedroom, and an aniline-dyed birch plywood 
and blue-mosaic tile for the bath. 

"Some people like to travel, some like a lake 
place," says Myers-Rich, “but as an artist couple, 
our priority was to have a good live/work space. 
This is a really sane place for us, a place we can re- 
ally use." 


Myers/Rich Studio + Residence 
St. Paul, Minnesota 
SALA Architects, Inc. 


Minneapolis, Minnesota 


PETER BASTIANELLI KERZE 


Projects 


TONY SOLURI, ARCHITECTURAL DIGEST 


CONDE NAST PUBLICATIONS, INC 


DAVID SALMELA, FAIA. 


n Shakespeare's play Twelfth Night, Viola, disguised as a man and attempting to woo a recalcitrant Olivia for her 
lord, describes how Olivia should "Make me a willow cabin at your gate, and call upon my soul within the house." 
The cabin Viola refers to is actually an arbor made of the tree of unhappy lovers—willow. But the etymological 
sense of the word "cabin"—initially hut, then later berth, as on a ship—is implied here, as well. 

In the public and private consciousness of 21st-century Minnesotans, it's still safe to say that "cabin" largely conjures 
images of rough-hewn wood and a small cozy family place, even with the advent of cabins that exceed the size and 
standard of our everyday homes. Such sensory markers as the smell of damp woods; the sound of waves crashing, a 
river flowing or a stream trickling; the comfort, quiet and romance of a place—more often than not, one Up North— 
away from the hustle and bustle of everyday life are also associated with our ideas of cabin. 

Still, the cabin can also be a structure as simple and vernacular as a cube, two sheds or a compact box; with walls of 
glass or folding window doors; and with the delineation between indoors and outdoors virtually transparent. As the 
three Modern cabins on the following pages make clear, the cabin is an idea architects love to play with, challenging 
our notions of what a cabin can be while shaping space and experience in the process. 

The hilltop Glass Cube that Ralph Rapson, FAIA, created in 1974, is an architectural icon still capable of inspiring 
awe and reverence, even in the midst of an afternoon gathering with dogs racing in and out of the river, kids swing- 
ing in the hanging chairs, Rapson signing books and architectural historians lounging in the grass. 

David Salmela, FAIA, dared to paint black the simple wood sheds he created at the edge of Lake Superior, and 
which lounge in stark and playful contrast to a tall white outdoor "unchimney." And the foldaway box designed by 
Anne Ryan, AIA, and her husband Bryan Meyer, is tiny and eminently utilitarian, yet it possesses an elegance and inge- 
nuity uniquely its own. 

In tune with their sites, designed to provide shelter simply and efficiently, and offering interiors free of clutter and other 


distractions of contemporary life, these three Modernist cabins demonstrate that less truly is more. —Camille LeFevre 
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GOSSAMER 
GEOMETRIES 


By Jane King Hession, Assoc. AlA 


TONY SOLURI, ARCHITECTURAL DIGEST, CONDE NAST PUBLICATIONS, INC. 


n a hilltop in rural Amery, 
Wisconsin, 60 feet above 
the Apple River, stands a 
most unusual object. 
From a distance, it resembles a con- 
temporary work of art or a piece of 
sculpture, but up close its true func- 
tion is revealed. The Glass Cube is actu- 
ally a “cabin” designed in 1974 by 
Ralph Rapson, FAIA, principal, Ralph 
Rapson & Associates, Inc., Minneapolis, 
for his family. No simple rustic cabin 
would suffice for Minnesota’s most 
renowned Modernist. Instead Rapson 
designed a gossamer structure of glass 
and wood that embodies the dynamic 
geometries and fundamental princi- 
ples of Modern art and architecture. 
In 34 years of practice, Rapson had 
designed Modern embassies, theaters, 
churches, houses and furniture, but 
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never a residence for himself. Even 
more surprising, his Minneapolis home 
was an 1897 Greek Revival-style house. 
For his weekend retreat, Rapson want- 
ed something radically different. 

The cabin is a near perfect 24-by- 
24-by-24-foot cube, constructed of 
four walls of continuous glass panes 
recessed within an exterior structural 
framework of wood. Crossed steel- 
tension cables stabilize the wood 
frame. A deep, overhanging flat 
roof tops the structure. Although it’s 
visually complex and animated, it’s 
structurally simple. 

Two main ideas drove the struc- 
ture’s design. Like many Modernists, 
Rapson had long been fascinated 
with the idea of breaking up the 
cube. "I was always interested in 
what you could do to a cube, how 
you could cut it open, break it 
apart, carve it away and put it back 
together,” he explains. 

As evidenced in Rapson's early 
drawings, the design for the building 
was always rooted in the cube, but as 
originally conceived was less radical 
and more closed. Rapson even toyed 
with the idea of incorporating fold- 
up wood panels that would close and 
secure the structure when uninhabit- 
ed. Eventually, however, solid wood 
walls morphed into transparent glass 
ones. The expansive 360-degree hill- 
top views were to blame. Each time 
Rapson proposed a solid wall, his 


Ralph Rapson, FAIA. 


wife, Mary, would point out that it 
blocked a favorite vista. “So walls be- 
came glass,” Rapson explains. 

As his own client, Rapson enjoyed 
total design freedom, but was con- 
strained by a lean $25,000 construc- 
tion budget. That’s where his long- 
standing interest in using standard- 
ized building materials came in 
handy. The cube is entirely built of 
off-the-shelf items. Wall dimensions 
were determined by the measure- 
ments of available window and door 
units. The budget was stretched when 
the Andersen Windows company 
agreed to supply these units at cost, in 
return for permission to feature the 
Glass Cube in their advertisements. 

With the exception of the bath- 
room, the cube's 820 square feet of 
living space is completely open. On 
the ground floor, a series of wood- 
plank pads, which appear to "float" 
on a pond of marble chips, define liv- 
ing spaces. Citing Japanese sand-and- 
stone gardens as his inspiration, Rap- 
son likes the way the pads, "make 
you think where you are walking." 

They also help avert a potentially 
dangerous situation. "You can't put 
furniture against a glass wall," he 
cautions, so all the pads are recessed 
one foot from the breakable exteri- 
or walls. A sleeping loft, accessed via 
a spiral staircase, is similarly recessed 
from exterior walls and appears sus- 
pended overhead; in fact, it's sup- 


ported by beams tied into the exte- 
rior structural frame. 

During the day, the horizontal 
rhythms of the black-painted wood 
frame are a counterpoint to the verti- 
cal rhythms of the white-trimmed 
doors and windows, creating a Mon- 
drian-like composition on all facades. 
The colors, textures and movements 
of family life within the cube further 
animate this composition. At night, 
with interior illumination, the cube 
glows like a lone lantern on the dark 
prairie landscape. 


Rapson appreciates the Glass 
Cube's transparency and spatial 
boundlessness as well as the sense of 
shelter and protection it affords— 
the intriguing paradox of building a 
structure in glass. He observes, "I like 
the idea of an architecture that is 
both substance and illusion, here 
and not here, seen and not seen.” 


Glass Cube 
Amery, Wisconsin 
Ralph Rapson & Associates, Inc. 


Minneapolis, Minnesota 


Rapson's iconic glass, steel and 
wood cube sits high above the Apple 
River on a grassy hill (above), to 
allow maximum light and views into 
the interior (opposite below). 
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STRANGELY 
FAM 


Design team (left to right): David Salmela, FAIA; Souliyahn 


Keobounpheng; Tia Salmela Keobounpheng. 
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ubverting expectations of 

what a cabin “should” be, 

by playfully rendering the 

familiar strange and the 
strange familiar, is what David 
Salmela, FAIA, principal, Salmela Ar- 
chitect, Duluth, has done in creating a 
cabin for Bruce Golob and Jean Free- 
man in LaPointe, Wisconsin, on Made- 
line Island. 

Instead of one building, the cabin 
consists of “two black sheds,” as 
Salmela calls them: a 900-square-foot 
main building containing bedroom, 
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By Thomas Fisher, Assoc. AIA 


bathroom and kitchen/dining/living 
area; and a separate 360-square-foot 
guest cottage with bedroom, bath- 
room and storage room. 

The large windows and raised 
sidewalls that hide the low-sloped 
gable roofs give the two buildings a 
familiar Modernist feel, and yet their 
black color inverts our expectation of 
Modern houses always being white. 
At the same time, the two structures 
bring to mind such familiar images 
as the tar-papered cabins you some- 
times see in the North Woods, or the 


traditional blackened-log houses of 
Scandinavia, a part of the world 
that Salmela alludes to repeatedly 
in his work. 

The two black cabins also refer to 
the "long, black ore ships that occa- 
sionally enter the channel below the 
site," Salmela explains. But he also 
likens the cabins to playful creatures. 
"They're like two barking dogs," he 
jests, "that want you to go up and pet 
them." And, as if to bark back at na- 
ture, Salmela put a lightly framed, 
screened porch outside the north-fac- 
ing wall, with a butterfly roof that 
sheds the rain, like a big scupper, back 
to Lake Superior. 

His playful mix of the familiar and 
strange continues in the patio be- 
tween the two cabins. Sited by land- 
scape architect Shane Coen, principal, 
Coen + Partners, Minneapolis, to 
align with a point of land across the 
inlet, the patio and its approach walk 
center on an "unchimney" as Salmela 
calls it: a three-sided, white-painted 
brick flue against which logs burn, as 
if the front of the chimney had been 
inexplicably removed. 

Meanwhile, in a play on the aban- 
doned sofas that sometimes appear on 
the porches of backwoods houses, 
Salmela has furnished the patio with a 
bright-green plastic sofa designed by 
Philippe Starck. The familiar form 


looks oddly out of place, as if part of 
the house had blown away, leaving 
the living-room sofa untouched. 

The clients, a retired school- 
teacher and a management consul- 
tant from the Twin Cities, love how 
the cabin plays on people’s expecta- 
tions. “This was not our initial vi- 
sion,” says Jean Freeman, “but when 
David showed us the sketches and 
talked about possible exterior colors, 
including black, we immediately said 
‘black.’ The same happened with the 
plastic couch. When he suggested it 
and recommended that it be lime 
green, we instantly said ‘yes.’ The 
color seems natural, like the color of 
early spring leaves.” 

That sense of strangeness and fa- 
miliarity occurs inside the cabin as 
well. Unlike the sober exterior, the 
cabin interiors are all color and light. 
“David originally talked about the in- 
terior having white walls, birch cabi- 
nets and an ocher-color ceiling,” Free- 
man says, “but | had a deep-red hand- 


bag whose color we liked, so David 
had the painters match its color for 
the concrete floors. And once he saw 
that, he said that the cabinets had to 
be Italian violet. He was right.” 

Those unconventional colors coat 
such familiar cabin materials as 
flush pine-board walls, stressed-skin 
plywood ceilings and glu-lam beams 
spanning the 18-foot-wide spaces. 
Adding to the warmth of the interi- 
or, the sun pours through two sky- 
lights and large, square, awning 
windows, while at night, low-volt- 
age lights strung on cables between 
the beams make the floor and ceil- 
ing glow. 

It all results in something both 
comfortable and strangely familiar; a 
cabin in which to take a vacation from 
preconceptions. 


Golob Freeman Cabin 
Madeline Island, Wisconsin 
Salmela Architect 

Duluth, Minnesota 


The two sheds flank the 
unchimney and green plastic 
couch (top and opposite below), 
creating a welcoming, lakeside 
outdoor space, while the simple 
interiors (above) are enlivened 
with a vibrant palette of colors. 
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FOLDAWAY 
RETREAT 


By Camille LeFevre 


BRYAN MEYER 


hen Anne Ryan, AIA, 
was a youngster, her 
parents bought land 
near Lutsen, off the 
Caribou Trail and next to Clara Lake. 
For years, the family camped in tents 
on the wooded property every 
weekend, happily without electricity 


or running water. When Ryan en- 
tered the College of Architecture 


The accordion-like window doors of 
the cabin can be adjusted from 
completely open to completely closed 
(opposite) depending on weather or 
occupancy, while the tiny living space 
converts quickly to a sleeping area with 
a flip of the wall bed (above). 
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and Landscape Architecture at the 
University of Minnesota, she met de- 
signer Bryan Meyer and they began 
camping together on the site. 

They eventually decided, with 
the family's consent, to build a 
small structure that would protect 
people from weather and mosqui- 
toes. The result of their design inge- 
nuity and sweat equity is a simple 
10-by-24-foot hilltop box, complet- 
ed in 2000, with three folding win- 
dow doors that convert the little 
cabin from completely closed and 
shuttered, through various states of 
ventilation and exposure, to com- 
pletely open. 

"There's an echo off the lake 
where the cabin sits and we decided 
that would be a starting point for 
the design, 
architect, LHB, Minneapolis. "We 
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explains Ryan, project 


wanted to create something that, 
when we weren't there, would be a 
mute box. Then when we inhabit it, 
the structure comes alive to whatev- 
er degree we want." 

Sheathed in gray cement fiber- 
board and topped with a corrugat- 
ed-metal roof, the cabin sits four 
feet off the ground to allow for 
wood storage underneath. A simple 
metal walkway leads to the entrance 
and a log pole holds open the win- 
dow door on the cabin's west side, 
which overlooks the lake. 

The walls of the one-room cabin 
are birch-faced plywood; the floors 


Design team (left to right): Anne Ryan, 
AIA; Bryan Meyer. 


are clear-finished particleboard. A 
wood-burning stove heats up the 
place after the accordion-like doors 
are closed during chilly autumn 
nights. During the evenings, the liv- 
ing space easily converts to a sleep- 
ing room when the hinged wood- 
lattice wall is pulled down to reveal 
a platform bed on the other side. 
Bedding and a foam mattress are 
stored in a bench beneath the lat- 
tice wall; when the bed is down, 
the bench functions as the plat- 
form's support. 

“We both love modern architec- 
ture,” Ryan says about the mini- 
malist cabin. “We wanted some- 
thing simple and clean, that wasn’t 
nostalgic, even though | love some 
of those cute old 1940s cabins. But 
this cabin is multifunctional. It’s 
like a Swiss army knife. Things fold 
and pivot.” 

Cooking is still done outdoors, 
mostly in the fire pit. Water is car- 
ried in. A wood-slat privy is sited to 
the east. The couple recently added 
a seven-by-eight-foot storage space 
to the back of the cabin for pots and 
pans, and lanterns powered by ma- 
rine batteries. The property also in- 
cludes a little shack, built 30 years 
ago, that has been renovated into a 
guest sleeping cabin; and the couple 
has plans for a kitchen building and 
a sauna, says Meyer, designer, Warn- 
er+Asmus Architecture (formerly 
Alchemy), St. Paul. 


But they're not in any hurry. 
Building the Clara Cabin was diffi- 
cult. "During the week, after work, 
we'd buy or order our materials, 
build the frames for the screens, pre- 
cut the doors and map out what 
we'd accomplish over the weekend," 
Meyer explains. In addition to con- 
structing the cabin, often with the 


JM 


family's help, the couple would also 
drive to towns as far away as Thun- 
der Bay to pick up inexpensive, dam- 
aged or obsolete building materials 
for the cabin. 

After two years of construction, 
the cabin was finished. And Ryan and 
Meyer decided their life together had 
just begun. On a summer evening, 


joined by family and friends, the cou- 


ple married at the site, in front of the 
cabin they'd designed and built by 
hand. "It's just another facet of the 
building being so flexible," Ryan says, 
"that it transformed itself into our 
chapel for the occasion." 


Clara Cabin 
Lutsen, Minnesota 


Anne Ryan, AIA, and Bryan Meyer 


BRYAN MEYER 


Minneapolis, Minnesota 
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WORKING WITH A 
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AN ARCHITECT-DESIGNED HOME IS NOT ONLY A SOUND FINANCIAL 
INVESTMENT; IT’S AN ARTISTIC, DYNAMIC ENVIRONMENT THAT 
REFLECTS AND ENHANCES YOUR LIFESTYLE By Linda Shapiro 


he process of building or remodel- 

ing a home is more than the sum 

of its parts. Creating your ideal 

home—a place that serves you and 

your family’s diverse and changing 
needs, and that expresses your individual- 
ity—is usually a once-in-a-lifetime experi- 
ence. It also marks a significant financial 
and emotional investment in your future. 
With the right custom-designed or reno- 
vated house, you can have a home that 
enhances your current lifestyle and in- 
creases in value over the years. 

Hiring a residential architect to design 
your home insures quality and efficiency 
in terms of both the process and the 
product. Once you decide to work with 
an architect, you’re embarking on a col- 
laboration that is both highly personal 
and eminently professional. An architect 
does far more than draw up blueprints. 
Over the course of a project, the architect 
functions as problem solver, mediator, 
artist, ecologist and advocate. A good ar- 
chitect will give you a house that is beau- 
tiful, practical, durable and flexible. 


ARCHITECTS AND LICENSURE 

“The biggest advantage to hiring an ar- 
chitect is that you get someone trained 
and licensed in all aspects of design and 
construction, including safety, health 
and building codes,” says Bruce Knutson, 
AIA, principal, Bruce Knutson Architects, 
Minneapolis. In order to become li- 
censed, an architect must complete a rig- 
orous education program. 

A candidate for licensure must have 
graduated from a National Architectural 
Accrediting Board accredited school. In ad- 
dition to earning an architectural degree (a 
six-year program at the University of Min- 
nesota’s College of Architecture and Land- 
scape Architecture), an architectural candi- 
date must fulfill a three-year internship 
program, which includes working under 
the supervision of an architect, and must 
complete a series of work experiences also 
supervised by an architect. The final stage 
is passing a 17-hour exam. An architectural 
candidate must fulfill all of these criteria in 
order to call himself or herself an architect. 


Having earned their license, architects 
understand the design and building 
process from beginning to end, and can 
act as a neutral third party between the 
owner and the building contractor, ex- 
plains Andrew Porth, AIA, principal, Porth 
Architects, Minneapolis. The architect also 
understands how to give shape and form 
to the space you need. “We think and 
work three-dimensionally to create a liv- 
ing sculpture,” says Jack Smuckler, AIA, 
principal, Smuckler Architecture, Edina. 


CHOOSING AN ARCHITECT 

To find the right architect for you, start 
by gathering information. Ask for rec- 
ommendations from friends or col- 
leagues who have worked with a resi- 
dential architect. Page through past is- 
sues of Architecture Minnesota and ear- 
mark the projects and architects with 
which you feel an affinity. Consult the 
Firm Directory in the Architecture Min- 
nesota housing edition, which you’re 
holding in your hands, or access this in- 
formation via the AIA Minnesota web- 
site, www.aia-mn.org. 

Once you've compiled a list of poten- 
tial architects, narrow your search down 
to at least three possibilities. Interview 
those architects using the AIA Minnesota 
pamphlet, “Architecturally Designed 
Homes and You," as a guide (available on 
the AIA Minnesota website or through 
the AIA Minnesota office by calling (612) 
338-6763). The pamphlet lists 20 ques- 
tions to ask a prospective architect about 
issues ranging from the architect's process 
and design philosophy to establishing 
fees and a timeline. 

"Personal rapport is crucial" when se- 
lecting an architect to design your home, 
Knutson says. "You've got to have some- 
one you can work with day in and day 
out for six to 12—or more—months." 
While photos of the architect's work can 
give you valuable information, make a 
site visit to a house the architect has de- 
signed and, if possible, talk with the 
homeowners about the design process in 
which they collaborated and about their 
working relationship with the architect. 


Feature 


In relation to the 


overall cost of a home 


project, the c 


architect is a 


ost of the 


very 


small percentage; and 


the value and savings 


an architect brings 


enhance the home 


throughout its lifetime. 


When the client came to 
Quigley Architects, 


Minneapolis, wanting a retreat 
from her hectic daily life, the 


firm designed a hexagonal 


addition that embodies the 
warmth, serenity and comfort 


the client was seeking. 
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After choosing an architect, the process 
of design and construction begins. Home- 
building or remodeling demands a con- 
siderable commitment of time, energy 
and resources on the owner’s part. On 
average, a new house takes 12 months to 
complete; a renovation, six months. 
While your interest and availability de- 
termine the time you'll invest in a pro- 
ject, expect to spend between 50 and 
200 hours on planning, construction-site 
visits and product selection. 

Typically, projects go through the fol- 
lowing six phases, although these phases 
may be combined or there may be addi- 
tional ones. 


Phase |: Programming 

DECIDING WHAT TO BUILD 

This is the “rough-draft” phase, in which 
homeowner and architect discuss the re- 
quirements for the project (how many 
rooms, the function of the spaces, etc.). 
The objective is to test the fit between the 


When the client wanted a kitchen remodel (above) to blend with their traditional house, Porth 


owner’s wants, needs and budget and the 
architect’s skills, approaches and talents. 

Before you meet with the architect, as- 
sess your needs and desires in terms of the 
number and kind of rooms and spaces you 
want; the style of home or renovation 
you're thinking about; and the amount of 
money you're willing to spend. At the 
same time, consider the following issues 
and how they relate to the home you have 
in mind. 


LIFESTYLE 

Lifestyle and aesthetic preferences 
should be key factors in your thinking. 
For instance, how private a person are 
you? This might determine how open 
you want the spaces to be or where the 
guest bathroom should go in relation- 
ship to the dining room. 

Do you want a flexible living space 
where, for instance, a dining room can 
also function as a workspace, or a down- 
stairs den could eventually become a bed- 
room for aging parents? Do you have an- 


— 


Architects, Minneapolis, incorporated such iconic elements as columns, but lightened the kitchen with 
glass-front cabinets and a white-and-blue color palette. Porth Architects also converted this closed-in 
Tudor-style house to a shingle-style home (opposite) that welcomes the outdoors with a veranda and 


screen porch. 
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tiques or works of art you want to dis- 
play? Should your house be able to ac- 
commodate large groups or cater to inti- 
mate family gatherings? 

Document your preferences by collect- 
ing images of rooms, houses and details 
you like. Tim Quigley, AIA, principal, 
Quigley Architects, Minneapolis, also 
suggests you include photos of things 
you don’t like. “The things homeowners 
hate often give me a clearer image of 
what they really want,” Quigley explains. 


SITE 

Where you build influences the design of 
the house. If your site is flat, do you want 
a two-story house for vistas? Do you 
want multidirectional views or views that 
focus on a particular feature of the land- 
scape? How will your house fit in with 
the neighborhood in terms of character, 
scale and surroundings? How will your 
proximity to your neighbors influence 
the design? When designing your home, 
architects also consider ventilation, cli- 
mate and natural light, all of which can 
influence the siting of a home. 


THE ARCHITECT'S CONTRIBUTIONS 
The architect’s job is to listen to your ideas 
and come back to you with a realistic as- 
sessment of what he or she can accom- 
plish. “We outline what we've heard the 
cient say they want and then interpret 
that to create a design that meets their 
needs," says Deborah Everson, AIA, princi- 
pal, Domain Architecture and Design, 
Minneapolis. Often, the architect is able to 
determine what the owner really wants, 
but perhaps doesn't realize or can't articu- 
late. "People often say they want a modest 
house when they really don't," Knutson 
says, "or that they want to downsize when 
they really want to expand." 

The architect then determines the ap- 
proximate amount of space you need and 
puts a dollar amount to the square footage. 
While this figure is—at best—a rough esti- 
mate, it will help you determine where you 
may need to compromise. “The architect's 


job is to balance the budget and the vision 
by discussing options and explaining how 
they impact the budget,” explains Rose- 
mary McMonigal, AIA, principal, McMoni- 
gal Architects, LLC, Minneapolis. 

For instance, she says, an architect 
can manipulate space and volume to 
make the interior of a house look and 
feel larger than it is. Consequently, you 
may decide to give up square footage for 
higher-quality materials. Once budget 
and square footage are decided, the ar- 
chitect gives you a document outlining 
the size of the rooms and their proximi- 
ty to one another. 


THE ARCHITECT'S FEE 

There are several ways in which an ar- 
chitect will charge for services. In gener- 
al, it’s on an hourly basis or a percentage 
of the total construction costs. The ar- 
chitect and homeowner discuss in ad- 
vance the best fee method for the type 
of project. 

Important considerations for the 
homeowner include quality of materials, 
workmanship and details. Based on 
these, the homeowner and architect dis- 
cuss the cost implications from both a 


design and construction standpoint. An 
architect has the responsibility to work 
with the owner to determine the extent 
of their project, and to understand the 
owner’s budget and the cost of their 
dreams. Frequently, budget and dreams 
are at odds. 

Hourly rates for Twin Cities architects 
range from $70 to $150. The percentage 
of construction costs ranges from eight 
to 12 percent for new construction, and 
10 to 15 percent for remodeling work. 
The fees are based on the complexity of 
the work being done and the architect’s 
experience level. For example, an associ- 
ate in an architectural firm likely will bill 
at a lower rate than the principal. 

In relation to the overall cost of a 
home project, the cost of the architect is 
a very small percentage; and the value 
and savings an architect brings enhance 
the home throughout its lifetime. An ar- 
chitect can provide expertise in day- 
lighting, energy savings and the effi- 
cient use of space, as well as informa- 
tion on soil, drainage, and structural 
and mechanical issues. 


Im i d 


DANA WHEELOCK 


Phase 2: Schematic Design 

ROUGH SKETCHES 

The architect prepares rough sketches, 
known as schematic designs, which are 
the first drawings. They show the general 
arrangement of rooms and the house on 
the site, and the overall flow of the house. 
Some architects also prepare models or 
computer images to help homeowners vi- 
sualize the project. 

“This is the most important phase, the 
creative and problem-solving phase, and 
should take the most time,” says Smuck- 
ler, who adds that an architect can pro- 
duce a schematic design in two or three 
weeks. Most architects do three different 
designs, ask the client to pick the features 
they want from each and then meld the 
client’s choices into a final plan. “Until a 
client sees the design on paper and I 
walk them through it, they can't respond 
toit," Knutson says. 


BUILDING THE ARCHITECTURAL 
TEAM 

The architect assembles a team that will 
assist in the design and construction 
process. The team might include various 
design staff from the principal architect's 
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design staff from the principal architect’s 
firm, as well as landscape architects, inte- 
rior designers, structural and mechanical 
engineers, and artisans and consultants 
in such areas as stained-glass or audio- 
video design. 


DESIGN DEVELOPMENT 

Based on the mutually agreed-upon plan, 
and schedule and construction-budget re- 
quirements, the architect prepares design- 
development documents. These docu- 
ments, which can include dimensions, 
materials and other details, are much 
more detailed than schematics. The archi- 
tect gives the owner a preliminary esti- 
mate of construction costs based on the 
current area and volume of the home. 
The owner approves these sketches before 
proceeding to the next phase. 


Phase 3: Design Development/ 


Retining the Design 


DETAILED DRAWINGS 

The architect prepares more detailed 
drawings to further illustrate other as- 
pects of the proposed design. Floor plans 
show all the rooms in the correct size and 
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shape. Drawings and other documents de- 
scribe the project in terms of architectural, 
structural, mechanical and electrical sys- 
tems. Specifications are prepared that list 
the major materials and room finishes. 


MAKING DECISIONS 
In this phase the owner is asked to decide 
on everything from windows to doorknobs 
to finishes. Architects provide catalogs 
and/or samples from various manufactur- 
ers, and can help you with your selection. 
Someone with a love of technology, for in- 
stance, may choose a complex panel of 
lighting, audio-visual and security controls 
for the whole house accessible via a series 
of remote controls, while a technophobe 
might be happy with simple switches. 
Decisions about interior details de- 
pend on both the owner’s and the archi- 
tect’s preferences. Some architects prefer 
to design the interior as part of the archi- 
tectural whole. In other cases, the owner 
may make most of their own choices or 
hire an interior decorator to work with 
the architect’s team. 


ADJUSTING THE BUDGET 
At this point, the architect advises owners 
of any adjustments to the preliminary es- 


PHILLIP C. MUELLER 


timate of the construction costs. For ex- 
ample, a budget may increase if the 
homeowner decides on more expensive 
finishes or more square footage. 


Phase 4: Preparation of 


Construction Document 
Once the homeowner has approved the 
design, the architect prepares more de- 
tailed drawings and specifications, which 
the building contractor will use to estab- 
lish actual construction cost and to con- 
struct the project. These drawings and 
specifications become part of the build- 
ing contract. The construction docu- 
ments are extremely important because 
they define the scope of the job, and give 
the owner and the architect legal control 
over the process. In addition, they’re a 
primary means of communication be- 
tween the architect and the contractor. 
The architect assists the owner in the 
preparation of the necessary bidding in- 
formation, and advises on adjustments 
to the preliminary estimates of con- 
struction costs and on filling out the 
documents required for approval by 
governmental authorities. 


Phase 5: Hiring the Contractor 


The homeowner selects and hires the 
building contractor. The architect will 
usually give you a short list of contrac- 
tors with whom they have worked, un- 
less you already have received recom- 
mendations. “I have the highest respect 
for contractors and subcontractors,” Mc- 
Monigal says. “They are artisans who 
contribute immensely to the process.” 

Just as with hiring an architect, 
homeowners should interview several 
contractors to find someone compatible 
with them and the architectural team. 
Some architects believe there’s an ad- 
vantage to having the contractor as part 
of the team from the beginning. That 
way, the contractor is part of the deci- 
sion making from the get-go. 

The architect prepares bidding docu- 
ments as well as instructions to bidders. 
The contractor bids the job by obtain- 
ing cost bids from subcontractors (car- 
penters, electricians, etc.) for all aspects 
of construction. 


Phase 6: Construction 
Administration 


“The owner, the architect and the con- 
tractor are a three-legged stool in the 
process,” McMonigal says. While they 
are of equal importance in this phase of 
the process, clarifying the roles of each 
participant and keeping open the lines 
of communication are crucial to a suc- 
cessful project. 


ROLE OF THE ARCHITECT 
The point of contact for everyone in- 
volved is the architect, who in turn is re- 
sponsible for communication among all 
parties. While the contractor will physi- 
cally build the home or addition, the ar- 
chitect can assist the homeowner in 
making sure the project is built accord- 
ing to plans and specifications. 
Changing one element of the project 
can affect other aspects of the overall 


plan. For instance, McMonigal cites a 
case where the contractor lessened the 
dimensions of a hallway without con- 
sulting her. When the project was com- 
pleted, she received an irate call from 
the owner, who was trying to move an 
antique desk into his study and couldn’t 
get it through the hallway. “The owner 
had approved the change without un- 
derstanding that my plans had taken the 
desk into account,” she explains. 

In addition, the architect makes site 
visits to observe construction, review and 
approve the contractor’s application for 
payment, and generally keep the home- 
owner informed of the project’s progress. 
Most important, the architect can advise 
on a number of issues, including zoning, 
land use, and increasingly complex 
building and energy codes. 


ROLE OF THE CONTRACTOR 

The contractor is solely responsible for 
construction methods, techniques, sched- 
ules and procedures. The contractor con- 
sults with the architect, but answers di- 
rectly to the owner. 


ROLE OF THE HOMEOWNER 

Most architects recommend that you 
make regular visits to the construction 
site. Aside from the deeply satisfying ex- 
perience of watching your house evolve, 
you may also catch errors or problems 
that either the contractor or the archi- 
tect missed. Seeing your house develop 
may also give you ideas about elements 
you would like to change. 


A Happy Ending 


"In an increasingly automated world, 
homebuilding is still unique in that it's la- 
bor intensive and highly individual," Mc- 
Monigal says. An architect-designed home 
is not only a sound financial investment, 
it's an original work of art, a dynamic en- 
vironment created by skilled artisans that 
continues to reveal intricacies of form and 
function over the years. A residential ar- 
chitect can educate you about possibilities 
you never knew existed. Best of all, work- 
ing with an architect can give you a home 
beyond the ordinary; one that responds to 
the life you're living. 


Quigley Architects designed this addition, which seamlessly extends the floor plan and architecture of 
the original house (opposite), while providing the elegant yet understated living and entertaining space 
the family needed (above). 
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SPLIT EVEL 


THE CO-AUTHOR OF 
A NEW BOOK ON 
REMODELING 
SPLIT-LEVEL HOUSES 
DESCRIBES THE 
HISTORY OF THIS 
POSTWAR HOUSING 
STYLE AND OFFERS 
UPDATES FOR 
CONTEMPORARY 
LIVING 


By Robert Gerloff, AIA 


60 ARCHITECTURE MINNESOTA 


REVIVAL 


rchitects and architectural historians don’t know precisely who invented the house 
A type now known as the “split-level” (or its common variant, the “split-entry” or simply 
the "split"). But we do know the split-level first appeared in the Chicago area during the 1930s. 

Modern Homes, a Sears & Roebuck planbook published in 1935, included several houses 
with all the characteristics of what we now know as a split-level: living spaces a half-flight 
of stairs up from the garage level; bedrooms stacked over the garage a half-flight up from 
the living level; a half-basement level with daylight windows; and simple hip or gable roofs. 
Split-levels are also found mostly on standard suburban sites (rarely on city lots), and the 
front doors and garages face the street. 

It took some time before planbook editors, builders and homeowners settled on a name 
for this new house type. Sears tried calling them “modern homes,” but that didn’t stick. Oth- 
er early names included “multilevel homes”, “hillside homes” and, my personal favorite, 
“splanches” (split-level ranches). By the late 1940s, just as the post-World War II building 
boom was gearing up, the term split-level became widely accepted. 

From their modest beginnings in Chicago, splits rapidly spread across the Midwest and 
other northern states, including Minnesota. Tens of thousands of splits were built in this state 
beginning in the late 1940s. Splits supplanted ramblers and Cape Cods as the dominant Min- 
nesota house type during the late 1950s and remained dominant through the late 1970s. 

In second- and third-tier Twin Cities suburbs like Burnsville, up to 50 percent of the housing 
stock is some variation on a split. Most were built from stock plans purchased through maga- 
zines or plan services. Builders more often than not customized these stock plans, leading to a 
bewildering number of variations on a common theme. A few were designed by architects. 

Because they were built on different levels without a full basement, split-levels cost less 
to construct than ranches. And while they were only a story-and-a-half, they had the pres- 
ence of a two-story home. In addition, with their division of living spaces into multiple lev- 
els—the bedrooms are perched a half-story above the formal living space and the informal 
living space is a half-story below—the split was designed to appeal to a new generation of 


homeowners. And it caught on quickly. Continued on page 62 


Feature 


PETER J. MUSTY 


SPLIT-LEVEL TRADITIONAL 
COMMON FRUSTRATIONS: Single-stall garage, nondescript entry, isolated kitchen. 


SOLUTIONS: To solve the garage problem, we proposed building a new, detached, double-stall garage in the rear of the lot and converting the existing single- 
stall garage into a family room. To solve the front-entry problem, we proposed building a front porch and terrace, which not only buffers the front door, but 
also acts as an attractive front porch on an otherwise plain facade. To solve the kitchen problem, we opened up the existing walls and created an island 
where the family could gather and visit with someone working within the kitchen. 


PETER J. MUSTY 


SPLIT-ENTRY LONG-FACED 
COMMON FRUSTRATIONS: Lack of curb appeal, lack of space at the front entry, awkward kitchen layout, lack of connection to the backyard. 


SOLUTIONS: To increase curb appeal and expand the front entry, we proposed a small addition on the front of the house. This vertical construction balances 
the otherwise overwhelming horizontality of the existing house, and when illuminated at night will serve as a "lantern" in the neighborhood. We also 
proposed a front patio terrace with a free-standing pergola to serve as a front porch, connecting the house to the neighborhood. To improve the awkward 
kitchen layout, we proposed reworking the layout and creating a breakfast bar where family can sit on stools and visit with whomever is in the kitchen. To 
improve the connection to the backyard, we proposed adding a four-season porch or sunroom off the back of the house, with a deck and stairway that 
connect with the yard. 


PETER J. MUSTY 


SPLIT-ENTRY SHORT-FACED 


COMMON FRUSTRATIONS: Lack of curb appeal, general isolation of social spaces, the lack of natural light because of only one window per level on the side 
of the house. 


SOLUTIONS: To increase curb appeal, we proposed adding a front porch and expanding the front entry, as well as potentially reworking the siding and adding 
trim. There wasn't much we could do to connect the social spaces to the street, but we proposed opening up the center bearing wall so people in the kitchen 
can visit with family and friends in the living room. We also suggested adding skylights to increase the amount of natural light. 
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split-level 
Continued from page 60 


Three factors drove the split’s break 
with traditional American housing (formal 
rooms on the main level, with bedrooms 
upstairs and a full basement below). First, 
postwar home buyers were demanding 
more square footage in houses, but lots 
weren't getting any wider. Stacking the 
bedrooms over the garage was a simple 
way to squeeze a larger house onto a lot. 

Second, home buyers were looking for 
houses with more curb appeal. Ranches, 
however efficient, just didn’t have the 
same emotional appeal as the traditional 
two-story Colonial, or even the story-and- 
a-half Cape Cod. Splits look more sub- 
stantial. Third, and most important, 
builders in the Midwest were seeking 
ways to minimize the costs of excavating 
full basements. 

Splitting the house into different levels 
was a clever way to minimize excavation 
and simplify footings and foundation walls, 
and hence reduce construction costs. In 
Southern states, where winters are warm, 
ranch houses can be built on simple (and 
inexpensive) slab-on-grade foundations. 

In Northern states like Minnesota, 
however, houses are built on stable “frost 
footings,” continuous strips of concrete 
poured safely below the depth of typical 
frost penetration. Splitting the house al- 
lows a garage slab to be at grade, a base- 
ment level to sit a half-flight below grade, 
and both to sit on frost footings, safe 
from winter heaving. In other words, the 
split design is driven more by construc- 
tion expediency than by design intent. 

The half-basement has advantages in 
addition to being less expensive to dig. It 
also allows for taller windows, resulting 
in brighter, sunnier rooms than a typical 
full basement has. And because a half- 
basement is only a half-level away from 
the living levels, it seems more like part 
of the house. In other words, it’s a base- 
ment that isn’t really a basement. 

Two different house types—the split- 
level and the split-entry—are lumped to- 
gether under the general description of 
“split.” A typical split-level home has 
three or more distinct areas of living 
space, each separated by a half level. For 
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example, the garage and family room are 
on the lower level, with the private bed- 
room area directly above it. Halfway be- 
tween, located vertically and adjacent to 
these spaces, is the formal living area, 
which brings the three spaces together. 


By showing homeowners 
how they can update 
split-levels, communities 
are strengthened, 
sprawl is reduced 
and we extend the life of 
resources invested in 


housing decades ago. 


A typical split-entry home has two floors 
stacked on top of one another, connected 
by a flight of stairs, much like a ranch house 
raised halfway out of the ground (in the 
eastern part of the United States, this house 
type is called a “raised ranch”). The front 
entry, however, is located at the halfway 
point between the two levels, hence the 
term “split-entry.” Any house where the 
main entry is on a separate level from the 
rest of the house is a split-entry. 

Although they’re one of the most 
common middle-class house types within 
Minnesota, splits continue to receive little 
attention, either from architects or histo- 
rians. And many don’t work for today’s 
lifestyles. So Jeremiah Battles, Assoc. AIA, 
and I co-wrote Split Visions: A Planbook of 
Remodeling Ideas for Split-Level and Split-En- 
try Homes to help homeowners update 
their splits for contemporary living. 

Before writing our book, we created a 
website (www.split-level.com) and solicit- 
ed thoughts and opinions from current 
split homeowners. What homeowners 
like about their splits are the different lev- 


els of living, the fact that the basement 
doesn’t feel like a basement and the gen- 
erally open floor plans. What homeown- 
ers dislike and want to change about their 
splits are the cramped front entries, the 
isolated kitchens, and the lack of storage, 
curb appeal and natural light. 

Many of these frustrations with split- 
levels are rooted in changing values. 
When most splits were built, privacy was 
more highly valued than community and 
builders constructed them to be private, 
with little natural light. Most splits only 
have windows on the front and rear of 
the house, and few (if any) windows on 
the sides. Public rooms like the kitchen, 
and dining and living rooms are often lo- 
cated at the rear of the house, again for 
greater privacy. The front of the split is 
typically dominated by a huge garage 
door, with very little connection back to 
the street and the community. 

Shown on page 61 are some of the de- 
signs we proposed to update three of the 
most common Twin Cities split varia- 
tions: split-entry short-faced, split-entry 
long-faced and split-level traditional. The 
names are purely descriptive and of our 
own creation. They evolved as a tool to 
help differentiate the infinite number of 
variations on split-levels that builders de- 
vised over the years. 

Split Visions was motivated by a simple 
reality: When homeowners commit to 
staying in their homes, they become ac- 
tive in their communities—running for 
the school board, joining the PTA, and so 
on. This is what “putting down roots” is 
all about. 

As a result of showing homeowners 
how they can remodel and update splits, 
communities like Burnsville are strength- 
ened and suburban sprawl is reduced. In 
addition, we argue that remodeling is the 
ultimate “green” architecture, as it ex- 
tends the life of resources invested in 
housing decades ago. “Reduce, Reuse, Re- 
model” is our rallying cry for a green resi- 
dential architecture founded on working 
with building types—like split-levels— 
that people already call home. * 


To order a copy of Split Visions for $10 
plus postage, call Theresa Freund, City of 
Brooklyn Park, (763) 493-8059. 
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book review 


Continued from page 15 Z 
community choices. She suggests that where P D 


and in what we live impacts how we live. Ac- 


cording to Dean, “Sustainable design is not Z : > MASONRY & STUCCO SUPPLIES 


only about buildings that will sustain, but 


"Built on Service” 


also about the means of sustaining the peo- 
ple who dwell within.” 


The book is organized into four sec- ; | grs Product Offerings 
tions—Design Intent, Design Process, De- T o. | x Natural Stone 4" Veneer 
sign Strategies and Design Specifics—that 4 i x Natural Stone Thin Veneer 
move from the general to the specific with - à Peta Creek Stone" 
regard to both environmental and housing E. : = - i * Be acca Stucco 
issues. At the same time, each topic chal- ss. eer 9 : x Cut & Fabricated Stone 
lenges readers to think about green design i> On 4 x Stone Etching & Engraving 
and the questions it raises. Each section’s ei x Glass Block 
ideas are explored in conjunction with 14 My. * x Cleaners & Sealers 
case studies on sustainable building and t. i x Exterior Design 
eco-friendly design, to reveal how the is- Our professional in-house 
sues and ideas presented have been applied 4h . designers can help your 
to homes. C "LL mv clients create the perfect 

The book is not a "how-to," however. For — | 7 —— home exterior. 
instance, Dean suggests rainwater collection 
as a strategy, but she doesn’t provide plans M de Pih 9200 10* Ave North 


for a cistern. She does, however, tackle per- Golden Valley 
g c (763) 225-0540 


ceived and actual impediments to building 


green, debunks myths, and discusses the 
roles of professionals and how to find and 
hire a like-minded architect. 

In contrast, Chiras’s The New Ecological 
Home places less emphasis on lifestyle and 


instead provides a solid overview of green 

building techniques, materials, products o M p M | LLU M i NATI N G 
and technologies. In part one of the book, - 
"Setting the Framework," Chiras introduces 
his guiding principles on conservation and 


recycling, renewable resources, environ- 
mental restoration and sustainable-resource 


management. Using these principles, he A 20 watt EZX MRi6 has a CBCP* 
lefi and expl a wid f prob- 
nt ee 300% greater than a 75 watt EYC MRi6. 


lems and solutions related to green build- 


Interesting, huh? 
In part two, “Green Building and Remod- Call Jim Marvy for a free consultation. 


eling,” Chiras covers the nuts and bolts of 


ing construction. 


building green, incorporating chapters on 
sustainable materials and energy efficiency, 
as well as such often-overlooked issues as ac- 
cessibility, ergonomics and adaptability. 
Conventional construction systems, as well 


as unconventional construction types such S| M P LY M ARVY 


as straw bale and rammed earth, are includ- 


ed. In part three, “Sustainable Systems,” Chi- Lighting Design 952.474.1923 


ras discusses advanced technologies that 
*CBCP — center beam candle power 
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lead not simply to improved energy and 
resource efficiency, but to zero-energy and 
net-gain scenarios. 

Chiras explains technical information 
and concepts throughout his book; and a 
chapter-by-chapter resource guide includes 
a listing of books, articles and other re- 
sources for further information. An added 
bonus is the two appendices with checklist 
systems for green home building: Earth- 
Craft House" Checklist and Built Green 
Communities™ Checklist. 

Each book acknowledges that a home's 
impact on the environment begins with 
the resident's lifestyle choices. They dis- 
cuss how a house's size or footprint can be 
the single greatest reduction of its initial 
and long-term environmental impact. And 
they address how location—meaning 
proximity to work, shops and schools— 
can provide the second-greatest reduction 
in environmental degradation. 

In doing so, the books provide a spec- 
trum of creative solutions for living and 
building more lightly on the planet. At the 
same time, the authors' points of view 
share a fundamental reality best summed 
up by Henry David Thoreau: ^What is the 
use of a house if you haven't got a tolera- 
ble planet to put it on?" AM 
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who built these houses were leaders in 
the formation of the city's economic 
base, as well as founders of what became 
national corporations. The William K. 
Donaldson House at 2701 East Lake of 
the Isles Parkway, for example, was built 
by a major Minneapolis retailing entre- 
preneur and designed by Long and Kees 
in a well-executed derivative of the Colo- 
nial Revival style. 

The Emery Mapes House at 2218 West 
Lake of the Isles Parkway, designed by 
Harry Jones and built in 1915, is a large 
Renaissance Revival villa-style structure of 
reinforced concrete and steel, with promi- 


nent Ionic columns supporting a large 
entablature. Mapes invented the break- 
fast cereal Cream of Wheat. In the same 
year, Frank M. Mapes, son of Emery, 
built his house next to his father, also de- 
signed by Jones in the Craftsman-Jaco- 
bethan-hybrid style. The Mrs. Hiram R. 
Lyons House at 2619 East Lake of the 
Isles Parkway, built in 1923, was de- 
signed in the Tudor Revival style by 
Leibenberg and Kaplan, who were noted 
movie-theater designers. 

Twenty years ago, the Minneapolis 
Heritage Preservation Commission initi- 
ated the process to recommend the Min- 
neapolis City Council grant heritage des- 
ignation to what would be called the 
Lake of the Isles Historic District. The dis- 
trict would comprise 242 acres that in- 
clude the lake, parkland and 116 houses 
fronting the parkway. Historic research 
reports found the proposed district to be 
eligible for the National Register of His- 
toric Places, as well as for local district 
designation. 

When public hearings began in City 
Hall, many Lake of the Isles homeown- 
ers strongly opposed the proposed desig- 
nation and the City Council quickly 
quashed the idea. Today, several com- 
missioners and a staff member of the 
Minneapolis Heritage Preservation Com- 
mission sense no support in the commu- 
nity, or from City Hall, for a renewed 
heritage-designation attempt. 

Similar aspects of the heritage-desig- 
nation issue are appearing in Wayzata 
and Lake Minnetonka. Over the years, 
many lakeshore houses of less than note- 
worthy stature have been replaced by 
larger and more prominent structures. 
But local preservation-oriented citizens 
are witnessing the demolition of a num- 
ber of historically significant homes on 
Lake Minnetonka. In 1972, the Francis 
Little House, designed by Frank Lloyd 
Wright in the 1930s, was razed. In 1997, 
the Phillip and Eleanor Pillsbury House, 
designed by Ralph Rapson, FAIA, was de- 
molished. Both houses were major works 
by the world-famous architects. 

Several years ago, destruction of a 
Lake Minnetonka house designed by Eliz- 
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abeth Close, FAIA, and Winston Close, 
FAIA, was averted when Minneapolis real- 
tor Cotty Lowry intervened with a sym- 
pathetic buyer. The threatened demoli- 
tion of the Winton Guesthouse—de- 
signed by Frank Gehry, FAIA—near the 
northern shore of Lake Minnetonka re- 
mains unresolved. 

The current historic integrity of the 
residential architecture of both Lake Min- 
netonka and Lake of the Isles may reach 
the endangered status if teardowns of sig- 
nificant residences continue. What can be 
done? Every day in Minneapolis citizens 
can be heard to say that the city doesn't 
hesitate to demolish its history. However, 
whatever truth such comments may have 
is counterbalanced by Minneapolis city 
leaders, urged on by the preservation 
community, who have in the past two 
decades courageously saved a number of 
important historic places and assisted 
them in gaining new economic lives. 

Today, however, city government 
must come to an agreement with Lake of 
the Isles property owners to ensure the 
houses' proper stewardship. The Min- 
neapolis Heritage Preservation Commis- 
sion could work with four community or- 
ganizations—Lowry Hill, East Isles, Cedar- 
Isles-Dean and Kenwood—to coordinate a 
historic-designation plan that includes 
expanding public awareness of what des- 
ignation means. Similar mechanisms 
could be employed for significant parts of 
Lake Minnetonka. 

Given both neighborhoods' seeming 
apprehension of historic designation, 
preservation efforts may not be possible. 
And yet, when the next significant house 
along Lake of the Isles Parkway comes 
down, it's likely adjacent homeowners 
won't hesitate to express their outrage 
over such private demolitions. In fact, 
one homeowner who lives behind the 
lake-facing houses recently confirmed 
this sentiment when she remarked: 
“When one of those parkway creme de la 
creme places gets scraped, other parkway 
homeowners will be all over City Hall de- 
manding action.” AM 
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What do you mean when you talk about 
“the architects’ toolbox?” 

I try to remind people that, although it 
may look easy when you see a picture of 
a wonderful house in a magazine or on 
television, architects have very specific 
skills that allow them to help people cre- 
ate a house that is really a home. Archi- 
tects understand space, light and order, 
and I write about those three basic princi- 
ples in Home by Design. Once people be- 
gin to understand how those concepts 
work, they can begin looking at their 
own space in a new way. 


Are the lessons in Home by Design valid 
for people who already have a house, as 
well as for people who want to build a 
new home? 

Absolutely. This is a book that's intended 
to help people understand how to make 
their house into a home. There's such a 
desire for that feeling—lI’ve seen clients 
build house after house after house look- 
ing for that feeling. I’m hoping this book 
will enable people to create that feeling 
of home no matter if they live in an 
apartment or a huge house. 


What are some of the mistakes people 
make when they begin working with 
an architect? Do you think your books 
can help them to avoid making those 
mistakes? 

I think people are most often worried 
about architects usurping their ideas or 
not listening to them. But that's not 
what architects do. We're trained to find 
out what the client wants and then make 
decisions about how to give that to them. 
I think the most common mistake people 
make is coming to an architect with a re- 
ally firm idea for a plan. In those situa- 
tions I would always come back to the 
client with some design alternatives to 
their ideas and I can't think of a single in- 
stance where a client opted to stick to 
their original idea. And, yes, I think each 
of my books helps people understand 
that elusive quality of home a bit better 
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so they are better able to work with ar- 
chitects and express what they want. 


What reaction have you gotten from 
other architects about your books? Are 
they supportive? Critical? 

Other architects are thrilled. So many 
of them had no idea this clientele was 
out there. You have to realize, the 
Twin Cities are really unusual in that 
there is a whole population that un- 
derstands good residential architecture 
is a desirable quality. It’s not like that 
in most other communities across the 
country. The Twin Cities are probably 
10 years ahead of the curve, because in 
Minneapolis and St. Paul there are a lot 
of really good residential architects out 
there telling the story. I travel to other 
places and architects tell me, "We 
don't have those clients here." But 
then I point to a huge audience of 
middle-class people who have shown 
up to hear me talk about the ideas I 
first wrote about in The Not So Big 
House, and these architects start to see 
that, yes, the clients are there. I think 
the architecture profession just went 
too long without promoting itself to 
the middle class. 


What can architects do to get their 
message across to potential clients? 
Tell stories about how you've helped 
people. Every practicing architect has a 
story he or she can tell, about how 
they saved money for a client or made 
a client understand that they didn't 
need the 1,000-square-foot addition or 
helped a client rethink their living 
room to really work for them. Of all 
the professions in the world, we archi- 
tects have really got these stories to 
tell. The press is always looking for sto- 
ries and we have them. 


Do you have any favorite stories of 
your own? 

I remember speaking to a large group 
about these ideas awhile back and, at 
the end of the evening when everyone 


had left, the woman who was working 
behind the bar came up to me and told 
me that although she only lived in a 
trailer, she had gotten so many ideas 
listening to my talk that she couldn't 
wait to get home and move her furni- 
ture around. She was so excited! I had 
given her this new way of seeing her 
place and some ideas about how to re- 
vive it. That says a lot about how every- 
one shares the common desire to make 
a better place for themselves. 


What are you working on now? 

I just finished a list of other books I 
want to write, many of them about ar- 
chitecture. It's exciting to realize that 
once you have a book out there, it gives 
you a platform. I really want to use that 
platform in the best possible way. I 
spend my architecture hours now de- 
signing show houses. I did a show 
house in the parking lot of the Stardust 
Hotel in Las Vegas—I had my name in 
neon lights!—for the International 
Builders’ Show, and people could walk 
through and listen to an audio tour and 
really experience the ideas I write about 
in my books. The next house will be in 
Orlando in 2005. [For more informa- 
tion visit www.homebydesignshow- 
house.com. | 


In some ways, you've become the unof- 
ficial spokesperson for architects every- 
where. How do you feel about that? 

It’s pretty exciting. A few years ago I 
started advocating that what the archi- 
tecture profession needed was a 
spokesperson—although I certainly 
didn't mean me! But what's been really 
stunning to me is what little under- 
standing people have of architecture. 
The people who actually seek out archi- 
tects have a slight understanding, but 
most people have no clue about what 
an architect does. They've never looked 
at the third dimension and thought 
about how it affects them. But once 
they can see it and name it, they start 
to want it. And that's the connection I 
love making with people. AM 


An affiliate of AMERICAN AGENCY, INC. 


OMM CO | QHICER 
B ERA 


At DENNIS J. LINDER & ASSOCIATES, 
we provide professional liability insurance and 
risk management to the design community. 


With committed service and industry expertise, 
we work with you and your firm to create 
client-specific coverage plans. We help manage 
your risk of loss with concern for both your 
short and long-term needs. 


Our comprehensive insurance programs, 
educational resources and policyholder services 
have you covered. Call us to see what Dennis J. 
Linder & Associates can design for you. 


I DENNIS J. LINDER 


& ASSOCIATES 


Providing Insurance & Risk Management to the Design Community 


phone: 612.371.2080 * fax: 612.371.2099 


44230 


Victor O. 


Schinnerer CNA INSURANCE IN TOUCH WITH BUSINESS 


& Company, inc 


7 


Lic.# 


Rubin 


Cordaro 
FOR INSPIRING SPACES. Design 


INSPIRED LIGHTING 


imagine 


what we can do for you. 


graphic design and 
visual communications 
612 343 0011 


schulershook.com www.rubincordaro.com 


MAY-JUNE 2004 71 


Damon Farber Associates 


Landscape Architects 


72 ARCHITECTURE MINNESOTA 


citizen 
Continued from page 27 


To begin, the federal agency managing 
the project tossed out the recommendation 
of its architect, Minoru Yamasaki, to mix 
low- and mid-rise structures with landscape 
and play areas. The project, driven solely by 
its construction budget, was laid out with 
long, nearly identical brick slabs that raced 
across a newly cleared section of the city. 
The project manifested many elements of 
Modernism, hewing particularly close to Le 
Corbusier’s “towers in the park” model, 
which postulated that each apartment 
should enjoy sunlight, views, fresh air and 
access to the greenery of nature. 

But the project was a disaster. The pro- 
posed green space between buildings be- 
came a parking lot. Construction was so 
shoddy that mechanical and plumbing sys- 
tems were in immediate and constant need 
of repair. Concrete hallways and scorched 
turf provided the only shared public space. 
The stripped-down, minimalist architecture 
was mean and unlovable. No funding was 
established for ongoing maintenance. The 
buildings deteriorated in a downward spiral 
of neglect, vacancy, misery and lost hope. 

Almost every major city in America has, 
or has had, a Pruitt-Igoe: Cabrini Green in 
Chicago; Bay Street Public Housing in San 
Francisco; and Sumner Field in Minneapolis. 
As a result, many mainstream architects lost 
faith in the social dimension of architectural 
practice. Retreating to a place of safety, the 
profession occupied itself for nearly three 
decades with investigations of style and aes- 
thetic theory, from Postmodernism through 
Deconstructionism to Blobism. 

Today, the call for a new approach to 
affordable housing is more urgent than 
ever. Faced with an expanding population, 
decreasing household sizes and a reduc- 
tion in available building sites, cities and 
metropolitan areas are not only having 
trouble providing enough housing for low- 
income residents, they are facing an af- 
fordable-housing crisis. 

The term “affordable housing” is often 
misconstrued to imply only subsidized, low- 
income or “public housing.” In fact, various 
federal, state and local government agencies 
define “affordable” as a measure of housing 
costs in proportion to household income. 


| — 
Pa a & 

Here the shape of Pruitt-Igoe's collapse signals 
demolition; but the shape acquires a new identity and 
definition in the intersecting angles of the roof of the 
Rural Studio's Butterfly House (see photo page 27). 


The U.S. Department of Housing and Ur- 
ban Development, for example, defines "af- 
fordable" as housing costs that consume no 
more than 30 percent of a household's 
gross income. The affordable-housing short- 
age is not just a problem for low-income 
residents; it's increasingly a middle-class- 
family problem. 

The good news is that the era of top- 
down, government-owned, megablock pro- 
jects that destroy existing building stock and 
disfigure the urban fabric is behind us. For 
years, new housing programs have focused 
on the dispersal of individual low-income 
units across a geographic area, rather than 
concentrating poverty in large projects. Ur- 
ban and rural nonprofit organizations, like 
Habitat for Humanity, have independently 
led the way in the creation of single-family, 
owner-occupied housing. Similarly, the Rur- 
al Studio achieves its mission one family 
and one house at a time. 

One fundamental challenge facing to- 
day's architects and builders of affordable 
housing is reducing the up-front cost of con- 
struction. The Rural Studio manages to pro- 
duce stunning architecture on a shoe-string 
budget through an abundance of volunteer 
labor—primarily students. Other strategies 
for cost reduction will need to be more mar- 
ket driven. Some new building technologies 
have promise. The College of Architecture 
and Landscape Architecture at the Universi- 
ty of Minnesota, for example, is working on 
a multiyear project for the Wilder Founda- 
tion in St. Paul that explores the use of struc- 
tural-engineered panels (SEPs) as a means to 
reduce construction time and material cost. 
The project is also exploring high-perfor- 
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the ty uth tS / mance windows and mechanical systems, 
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term operational costs to a homeowner. 
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histovic buildings 
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local governments across the country to re- 
habilitate historic properties into low-rent, 
We help you do tt. artist live/work co-ops. The benefits of his- 
ll toric rehabilitation are not merely economic, 
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The completed work of the Rural Studio 
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a cycled materials, natural-resource conserva- 
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infogmnpreservation.org profound understanding of local traditions 


and culture. Mockbee's genius was recogniz- 


ing that in order to solve a very specific 
problem, architects have to question all of 
z : E i the conventional notions that define the 


problem; that architects have to draw on ex- 
perience and knowledge outside a problem, 
not within, to find new answers. 
In doing so, the Rural Studio has helped 
Supp ort to erase the nightmare images of mid-centu- 
ry public housing and replace them with 
joyful ones: of providing a family with shel- 
0 ul r ter, of designing more with less, of finding a 
better way to create housing for those who 
otherwise couldn't afford it. 


Advertisers Mockbee began life as an architect at 


the top of his game, winning clients, 


awards and good press with equal ease. At 


a turning point in his career, he once re- 
called, he was frequently reminded of the 


stern injunction (credited to the Renais- 
sance architect Alberti) that an architect 
must, “choose between fortune and 
virtue.” The architectural profession, 
Mockbee’s students and the residents of 
Hale County, Alabama, have all been en- 
riched because of the decisions Mockbee 
made. His most enduring legacy, however, 
may be that he made all of those around 
him aware that there is a choice. AM 
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Architects / Consultants PA. 


Great projects start with The Foundation. 
Contact us to learn more about what we can do for you. 


www.foundationarch.com | 212 3rd Ave N, Suite 460, Minneapolis, MN 55401 | 612.340.5430 


COMING SOON and IN PLACE announcements are placed by the firms listed. For rate information call AM at 612/338-6763 
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COMING SOON/IN PLACE 


FRIEDELL CONSTRUCTION COMPANY 


2238 Edgewood Avenue South St. Louis Park, Minnesota 55426 


COMING SOON and IN PLACE announcements are placed by the firms listed. For rate information call AM at 612/338-6763 
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COMING SOON/IN PLACE 
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004 BALA Silver Award - HUD Secretary's Award for Excellence Category 


Mordable Hts ing 


Additions R buda 
Clim Aoma 


Private Residence 


E E | 
Gene J. Nicolelli, Jr., A.LA., Architect 


Lu = 5950-H Teakwood Lane N., Plymouth, MN 55442 
763.551.9357 


THOMAS WHITCOMB ARCHITECT, IN 


COMING SOON 


two unique marketing 
opportunities for 
AIA Minnesota firms. 


RESIDENTIAL ARCHITECTURE 


Architecture / Renovations / Interior Architecture Call Judith Van Dyne NOW 


for information and advertising 


763-593-4985 rates, 612/338-6763. 


COMING SOON and IN PLACE announcements are placed by the firms listed. For rate information call AM at 612/338-6763 
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ESTORATION involves returning a building to an 


earlier historic appearance, requiring a careful process of 


research and detailing. Our restoration projects have ranged from 
preserving a Prairie Style gem designed by Purcell and Elmslie to the 
peepee century residence of President James A. Garfield. 
DAPTIVE USE allows buildings to maintain a healthy life 

while respecting their historic appearance, such as the } conversion of 
an abandoned Methodist church to condominiums. DDITIONS 
to existing buildings must be respectful of the work that has gone 
before, whether for a historic cottage on the shore of Lake Minnetonka 
or an accessible entrance at the Minnesota Governor's Residence. 

EW CONSTRUCTION compliments its surroundings, be it a 
pastoral setting, a bustling street within an urban historic district or 


the Palm Springs desert. 


MacDonald & Mack Architects LTD 


Grain Exchange Building Minneapolis 
Telephone 612.341.4051 


E-mail info@mmarchltd.com 


Restoration + Adaptive Use * Additions * Preservation Planning 


Documentation * Historical Consulting * New Construction 


ES NNN NY L1 
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COMING SOON/IN PLACE 


Winner of local and national awards for sustainable design 
www.sarah-architects.com 612.334.9667 


Rau Barber Photography 
Rau Barber Photography 


REHKAMP LARSON ARCHITECTS INC. 


2732 West 43rd Street, Minneapolis, MN 55410 T612-285-7275 F612-285-7274 rehkamplarson.com 


COMING SOON and IN PLACE announcements are placed by the firms listed. For rate information call AM at 612/338-6763 
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Quigley Architects 


Residential Design Experts 


Minneapolis, MN 
612-692-5850 


lis 


minneapo 


612 


.com 


PETER BASTIANELLI KERZE 


952.473.9503 


www.crsarch.com 


SITES AVAILABLE 

CEDAR LAKE VIEWS ¢ MINNEAPOLIS 
LOTUS LAKE ACCESS e CHANHASSEN 
LAKE MINNETONKA VIEWS e EXCELSIOR 


MINNESOTA 


a~ VET 


LOTUS LAKE NEIGHBORHOOD * CHANHASSEN, 


we a de 


CHARLES R. STINSON, ARCHITECTS 
& Interiors 
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ona. 


É BUILDER STREETER & ASSOCIATES 
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Lake Harriet Residence 


"Photograph by Alex Steinberg 


TEA, 


Architects 


612-929-2800 


www.tea2architects.com 


Edina 
Residence 


White Bear Lake Residence: 


Modern Timber Frame 


Lake Minnetonka Residence 


"Photograph by Peter Kerze 


White Bear Lake Residence: 
Modern Timber Frame 


"Photograph by Karen Melvin 


Edina Residence Edina Residence 


TEA, 


Architects 


612*929*238040 


ww w.tea2architects.com 


"Photograph by George Heinrich 


] White Bear Lake i 
Residence 


White Bear Lake Residence 


White Bear Lake Residence White Bear Lake Residence 


Minneapolis Residence’ 
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"Photograph by Peter Kerz 


Courtesy of Renovatoin Syle, Meredith Corp 


‘Photographs by Jenifer Jordan 
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Minneapolis Residence’ 


= eem 


Wer ""2G7 
architects * Why 


Creative | 
environments -- > 
where 
people live, 


anagement, 
kill & 

magination 
in 


construction 


building company 


For more information contact Steve Kleineman, AIA at 763.591.6115 or 763.544.5550 


YA believes you can have it all without taking it all. tel 612 371 9195 
Environmentally responsible design is not a design sacrificed. www.yaarch.com 
Site-focused architecture is not architecture compromised. Architecture 
Sustainable construction is not creativity forfeited. 


The sooner you involve 
your architect, the sooner you'll 
be on common ground. 


It's an architect’s job to build on your 
vision. And the sooner you bring that 
architect on board, the more he or she will 
contribute to that vision. What exactly are 
your hopes and dreams? How serious are 
your limitations? An architect is the first 
person to call. Before site selection. Before 
plans and specs. After that moment of 
inspiration in the shower. 

To find an AIA Minnesota architect, visit 


www.aia-mn.org. Building on your vision. 


THE AMERICAN INSTITUTE OF ARCHITECTS 


AIA Minnesota 
612-338-6763 
www.aia-mn.org 


FIRM DIRECTORY 


AIA Minnesota, A Society of the American Institute of Architects 


I invite you to study this directory of Minnesota architectural firms and become 
better acquainted with my professional colleagues. We are members of AIA 
Minnesota, the state organization for architects created 111 years ago to provide 
architects with continuing education, professional practice assistance, and 
opportunities to communicate to the public concerning the design of the built 


environment. 


Our member firms provide design services and special expertise to clients 


throughout Minnesota, the nation, and much of the world. 


Our skills relate to all types of building projects, whether large or small, new or 
old. We can assist you in planning and designing specific facilities that respond 


directly to your unique needs. 


If you have any questions about architectural services or how to select an 
architect, call Beverly Hauschild-Baron, Hon. AIA, Executive Vice President, at 


612-338-6763. She will be pleased to help, and give you further information. 


Howard Goltz, AIA 


President 
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ABOUT THIS DIRECTORY 


What Is An Architect? 

Architects are licensed by state governments to protect the 
health, safety and welfare of the public. They’re trained to 
solve problems, and to give shape and form to your specific 
needs. The architect’s services are an investment that adds 
market value to your property. Our designs can capture 
energy savings, improve the efficiency and productivity of 
your operations, and often reduce your building’s impact on 


the environment. 


Who's In This Directory? 
This is a directory of firms that are owned and operated 
by AIA Minnesota members. 

Our Architect Member led firms are qualified by law to 
practice all types of architectural work in Minnesota. 

Our Associate Member led firms that employ architects 
are qualified by law to practice all types of architectural 
work in Minnesota. 

Our Associate Member led firms that do not employ li- 
censed architects are restricted by law to limited areas of 
practice - primarily single family residential. For your ref- 


erence, we have identified these firms with an asterisk. 


each has done many more than six projects. Projects listed 
are meant to illustrate the general spread and flavor of the 


firm's work. 


How Dol Find Just The Right Firm? 

As you commence your search for just the right firm for your 
project, we urge you to read the full directory of firms to en- 
sure that you spot all of the firms that you wish to consider 
for your project. For your convenience, we have prepared an 
Index of Firms by Building Type which immediately follows 
the directory. While this Index includes only firms that have 
paid to be included, it is an easy reference point for spotting 
which of the over 260 firms in the Directory have significant 
experience in the design of projects such as yours. 

The Firm Directory can be a valuable tool for you to use 
in the general sorting of firms, and you will use your own 
project criteria as you read it. You might want to keep the 
following points in mind: related project experience (of ma- 
jor importance); the location of the firm relative to you or 
your project site; whether the firm offers the diversity of ser- 
vices you may require; whether the firm has the size that fits 


your project needs. 


If you need the professional service of a qualified architect, the 2004 Directory of 


AIA Minnesota Firms is for you. Firms listed will welcome any inquiry and the 


opportunity to discuss your specific project with you. 


What Information Will | Get? 

Each firm listing contains the following information (if ap- 
plicable): firm name, full address and phone, fax, e-mail and 
web addresses of the firm's main office in Minnesota; names 
of principals; number of staff members by discipline; types 
of markets served by percentage; and a listing of up to six 
projects. The work percentage for any given firm may total 
more than 10096 due to overlap in the categories of interiors 
and preservation, for example, restoration or interior design 


of schools. And, of course, except for the very newest firms, 


How Do | Get Additional Help? 

Carefully think through your project requirements. If you 
don't know or want to discuss the design process, contact 
AIA Minnesota at 612-338-6763. We have resources to aid 
in your architect-selection process. 

Creation of your new building, or renovation of an old- 
er one, is an exciting process. The secret to its success lies 
in the relationship you and your architect establish with 
one another. The architects and firms presented in the 


2004 Firm Directory are waiting to work with you. 


Call 612-338-6763, or click on our web site at www.aia-mn.org. 
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AIA 


AICP 


ASID 


ASLA 


Assoc. AIA 


CCCA 


CID 


CSI 


CCS 


FAIA 


FIIDA 


IFMA 


IDA 


PE 


RA 


RLA 


American Institute 
of Architects 
American Institute 
of Certified 
Planners 
American Society 
of Interior 
Designers 
American Society 
of Landscape 
Architects 
Associate, 
American 
Institute of 
Architects 
Certified 
Construction 
Contract 
Administrator 
Certified Interior 
Designer 
Construction 
Specifiers Institute 
Certified 
Construction 
Specifier 

Fellow, American 
Institute of 
Architects 
Fellow, 
International 
Interior Design 
Association 
International 
Facility 
Management 
Association 
International 
Interior Design 
Association 
Professional 
Engineer 
Registered 
Architect 
Registered 
Landscape 
Architect 
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AARCHITECTS LLC 

1501 Washington Avenue S. #300 

Minneapolis, MN 55454 

Tel: 612.371.6440 

Fax: 612.332.0710 

E-mail: jagnes@ 
collaborativedesigngroup.com 

Established 2000 


Jeffrey P. Agnes, AIA 
Work % 
Retail/Commercial 60 
Office Bldgs/Banks/Financial 20 
Medical Facilities/Health Care 10 
Industrial/Mfg/Warehousing — 5 
Residences: 
New/Remodeled/Additions 5 


Cooks of Crocus Hill, Southdale, 
Edina, MN; Bonfire Grille, Wood- 
bury, MN; Rudy's Redeye Grille, 
White Bear Lake, MN; 811 Park 
Building Exterior Renovation, 
Minneapolis, MN; Illuma Laser 
Vision Center, Edina, MN; Apache 
Animal Hospital, St. Anthony Vil- 
lage, MN 


Cd 


ABRAHAM + ASSOCIATES 

ARCHITECTS 

12181 Margo Avenue S., Suite 400 

Hastings, MN 55033 

Tel: 651-480-2237 

Fax: 651-480-2275 

E-mail: 
mail@abrahamarchitects.com 

Established 2002 


Loren E. Abraham, AIA 


Firm Personnel by Discipline 


Architectural 4 
Other Professional 1 
Administrative 1 
Total in Firm 6 
Work % 
Municipal Buildings 40 
Restoration/Preservation 30 
Churches/Worship Facilities 20 
Planning 10 
Residences: 
New/Remodeled/Additions 10 
Housing/Multiple 10 
Retail/Commercial 5 


Office Bldgs/Banks/Financial 5 


Hennepin County Brookdale Re- 
gional Center, Brooklyn Center, 
MN ; River of Life Church Renova- 
tion and Expansion, Hastings, MN; 
Barott Residence, Columbus Town- 
ship, MN; Grinnell College Cam- 
pus Center Energy Studies, Grin- 
nell, IA; Hastings Marina Develop- 
ment, Hastings, MN; Acorn Coffee 
Shop, Brooklyn Center, MN 


\7 
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ACKERBERG AND 
ASSOCIATES, INC. 

4201 Excelsior Boulevard 
St. Louis Park, MN 55416 
Tel: 952-920-9020 

Fax: 952-920-4999 
E-mail: ackcos@qwest.net 
Established 1955 


Sanders M. Ackerberg, AIA 


Call For Project List. 


e. 
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THE ADKINS ASSOCIATION INC., 
ARCHITECTS 

901 Jefferson Avenue 

St. Paul, MN 55102 

Tel: 651-224-1358 

Fax: 651-224-6621 

E-mail: adg@adkinsassoc.com 
Established 1958 


Angela DeLong Gatzlaff, AIA 
Burnell D. Olson, AIA 


Firm Personnel by Discipline 


Architectural 5 
Other Professional 3 
Administrative 1 
Total in Firm 9 

Work % 
Education/Academic Bldgs 30 
Interior Architecture 20 
Roofing 10 
ADA/Accessibility 10 
Municipal Buildings 10 


Industrial/Mfg/Warehousing 10 
Office Bldgs/Banks/Financial 10 


Restoration/Preservation 5 
Churches/Worship Facilities 5 
Housing/Multiple 5 


Qwest Market Street Remodeling, 
St. Paul, MN; Monroe Communi- 
ty School Addition, St. Paul Pub- 
lic Schools, MN; Totino-Grace 
High School Remodeling, Fridley, 
MN; Little Sisters of the Poor Re- 
modeling, St. Paul, MN; USPS 
Standard Building Design and 
General R & A, Northland Dis- 
trict; Martin Luther King Com- 
munity Recreation Center Addi- 
tion, St. Paul, MN 


hod 


ADSIT ARCHITECTURE 
AND PLANNING 

3101 Franklin Avenue Fast 
Minneapolis, MN 55406 
Tel: 612-343-8013 

Fax: 612-339-0976 

E-mail: madsit@sdva.com 
Established 2001 


Mina Adsit, AIA 

Firm Personnel by Discipline 
Architectural 

Interior Designer ES 
Total in Firm 


pà 


Continued on next column 


Work % 
Housing/Multiple 60 
Long-term Care 20 
Interior Architecture 20 
Restoration/Preservation 10 


Residences: 

New/Remodeled/Additions 10 
Innsbruck Healthcare Center, 
New Brighton, MN; McDonough 
Family Homes Modernization, St. 
Paul, MN; Tompkins Healthcare 
Center, Fort Dodge, IA; Lakeland 
Building, Minneapolis, MN; Pacif- 
ic Flats, Minneapolis, MN; 


AE ARCHITECTURE 

5964 Oliver Avenue South 
Minneapolis, MN 55419 

Tel: 612-922-2680 

Fax: 612-922-2681 

E-mail: aearchitecture@msn.com 
Web: www.aearchitecture.com 
Established 1989 


Stan J. Ross, AIA, CID 


Work % 

Retail/Commercial 40 
Residences: 

New/Remodeled/Additions 30 

Interior Architecture 10 

Office Bldgs/Banks/Financial 10 

Housing/Multiple 10 


Poorboys Sandwich Company, 
Minneapolis, MN; Rainbow Roost- 
er, Minneapolis, MN; Burrito 
Loco, Minneapolis, MN; French 
Meadow Bakery, Minneapolis, 
MN; Levins/Dickerson Residence, 
Minneapolis, MN; Thomson Resi- 
dence, Minneapolis, MN 


~~ 


AJP ARCHITECTS, PA 

119 North 4th Street, Suite 308 

Minneapolis, MN 55401 

Tel: 612-332-2070 

Fax: 612-332-2111 

E-mail: 
aplutowski@ajparchitects.com 

Established 1999 


Alan Plutowski, AIA 

Firm Personnel by Discipline 
Architectural 3 
Total in Firm 3 


Retail/Commercial 35 
Churches/Worship Facilities 20 
Medical Facilities/Health Care 20 
Housing/Multiple 20 
Residences: 
New/Remodeled/Additions 5 


Village Health Care Center, Suba- 
cute Addition, Missoula, MT; Re- 
gency Beauty Institute, Maple- 
wood, MN; Destiny Christian 
Center, Sanctuary Expansion, 
Burnsville, MN; Cedar Cliff Shop- 
ping Center Addition, Eagan, 
MN; IRS Office, St. Cloud, MN; 
Cole's Salon, Spa Expansion, 
Burnsville, MN 
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ALBERTSSON HANSEN 
ARCHITECTURE, LTD. 

1005 West Franklin Avenue, Ste 5 
Minneapolis, MN 55405 

Tel: 612-823-0233 

Fax: 612-823-4950 

E-mail: info@aharchitecture.com 
Web: www.aharchitecture.com 
Established 2000 


Christine L. Albertsson, AIA 
Todd P. Hansen, AIA 

Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 7 
Work % 

Residences: 
New/Remodeled/Additions 100 
Interior Architecture 15 
Restoration/Preservation 3 


New Residence, Rochester, MN; 
Addition & Remodeling, Orono, 
MN; Pool Remodeling, Orono, 
MN; New Cabin, Grand Rapids, 
MN; Restored Cabin, Cable, WI; 
Residential Outbuildings, 

Afton, MN 


+ 
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AMERINDIAN ARCHITECTURE 
475 Cleveland Avenue North, 
Suite 100 

St. Paul, MN 55104 

Tel: 651-644-1586 

Fax: 651-644-7172 

E-mail: info@amerindian.com 
Web: www.amerindian.com 
Established 1992 

Dennis Sun Rhodes 

Daniel Feidt, AIA 

David Bryan, AIA 


Firm Personnel by Discipline 


Architectural 11 
Administrative 2 
Total in Firm 13 

Work 96 
Gaming 30 


Education/Academic Bldgs 20 
Medical Facilities/Health Care 20 
Office Bldgs/Banks/Financial 20 
Housing/Multiple 10 
American Indian Resource Cen- 
ter, Bemidji State University, Be- 
midji, MN; Pechanga Museum, 
Temucha, CA; Wakpa Sica Recon- 
ciliation Center, Ft. Pierre, SD; 
Leech Lake Tribal College, Cass 
Lake, MN; Victories II Casino, Lit- 
tle Traverse Bay, MI; Reno Tribal 
Health Center, Reno, NV 
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KEVIN J. ANDERSON 
ARCHITECT, INC. 

70 First Avenue NE 
Little Falls, MN 56345 
Tel: 320-632-9582 
Fax: 320-632-1635 
Established 1986 


Other Offices: 
Big Sky, MT 


Kevin J. Anderson, AIA, CID 


Firm Personnel by Discipline 


Both Architect & 

Interior Designer 1 
Other Technical 2 
Administrative 1 
Total in Firm 4 

Work % 


Residences: 
New/Remodeled/Additions 70 
Churches/Worship Facilities 15 
Interior Architecture 
Restoration/Preservation 
Retail/Commercial 
Office Bldgs/Banks/Financial 
Housing/Multiple 


Cn Cn Cn Cn Cn 


Madden's Resort, Gull Lake; 
Pavlicek/Carlson Residence, Birch 
Lake; Nelson Residence, Horse- 
shoe Lake; Anderson Residence, 
Camdenton, MO; Christian Resi- 
dence, Big Sky, MT; Haugland 
Residence, Gull Lake 


$, 
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ANKENY KELL ARCHITECTS 

821 Raymond Avenue, Suite 400 
St. Paul, MN 55114 

Tel: 651-645-6806 

Fax: 651-645-0079 

E-mail: akmail@ankenykell.com 
Web: www.ankenykell.com 
Established 1976 

Ronald W. Ankeny, AIA, CID 
Duane A. Kell, FAIA, CID 

Mark S. Wentzell, AIA 

Thomas J. Betti 

Pamela B. Anderson, AIA, CID 
Deb Rathman, AIA 


Firm Personnel by Discipline 


Architectural 13 
Both Architect & 

Interior Designer 3 
Interior Designer 1 
Other Professional 1 
Other Technical 5 
Administrative 2 
Total in Firm 25 

Work % 
Recreational/Sports/ 

Athletic Facilities 25 
Education/Academic Bldgs 25 
Municipal Buildings 25 
Restoration/Preservation 10 


Industrial/Mfg/Warehousing 10 
Office Bldgs/Banks/Financial 10 
Retail/Commercial $ 


Continued on next column 


Bloomington City Hall, Police Fa- 
cility & Arts Center, Blooming- 
ton, MN; Roseville Public Safety 
& Public Works, Roseville, MN; 
Augsburg College Athletic Facili- 
ties, Minneapolis, MN; Blaine 
City Offices and Police Facility, 
Blaine, MN; Univ. of MN Wom- 
en's Ice Hockey Arena & Tennis 
Center, Minneapolis, MN; Min- 
nesota State University Student 
Athletic Facility, Mankato, MN 
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ARCHITECTS REGO + 
YOUNGQUIST, INC. 

5217 Wayzata Boulevard, #111 
St. Louis Park, MN 55416 

Tel: 952-544-8941 

Fax: 952-544-0585 

E-mail: kpederson@aryarch.com 
Established 1954 


Paul Youngquist, AIA 
Robert H. Rego 


Firm Personnel by Discipline 


Architectural 13 
Other Professional 1 
Other Technical 3 
Administrative 2, 
Total in Firm 19 

Work % 


Education/Academic Bldgs 80 
Churches/Worship Facilities 10 
Medical Facilities/Health Care 10 


Big Woods Elementary School, St. 
Michael-Albertville, MN; Subur- 
ban Imaging Clinics Remodeling, 
Centennial Lakes, Edina, MN; Buf- 
falo Public Schools Facility Analy- 
sis, Buffalo, MN; First Baptist 
Church, Fergus Falls, MN; Dassel- 
Cokato Schools Additions & Alter- 
ations, Cokato, MN; Morris New 
Elementary & High School Addi- 
tion & Alteration, Morris, MN 
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ARCHITECTURAL ALLIANCE 

400 Clifton Avenue South 

Minneapolis, MN 55403 

Tel: 612-871-5703 

Fax: 612-871-7212 

E-mail: 
epeterson@archalliance.com 

Web: www.archalliance.com 

Established 1970 


Other MN Offices: 
Minneapolis/St. Paul 
International Airport 
612-726-9012 


Thomas DeAngelo, AIA 
Peter Vesterholt, AIA 
Dennis LaFrance, AIA 
Cynthia Ellsworth 

Eric Peterson, AIA 

Sharry Cooper, CID, IIDA 


Continued on next column 


Firm Personnel by Discipline 


Architectural 53 
Both Architect & 

Interior Designer 6 
Interior Designer 10 
Other Professional 1 
Other Technical 6 
Administrative 8 
Total in Firm 84 

Work % 
Aviation 30 
Municipal Buildings 25 
Interior Architecture 20 
Office Bldgs/Banks/Financial 20 
Retail/Commercial 15 
Education/Academic Bldgs S 


Medical Facilities/Health Care 5 


Guthrie Theatre, Minneapolis, 
MN; Minneapolis Public Library, 
Minneapolis, MN; University of 
Minnesota Microbial & Plant Ge- 
nomics Building, St. Paul, MN; 
Blue Cross Blue Shield Minnesota 
Yankee Place, Eagan, MN; 
Phoenix Sky Harbor International 
Airport, Phoenix, AZ; Caribou 
Coffee, Uptown Minneapolis, MN 
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ARCHITECTURAL DESIGN 

PARTNERS, P.A. 

119 North 4th Street, Suite 312 

Minneapolis, MN 55401 

Tel: 612-904-6580 

Fax: 612-904-6581 

E-mail: adp.email@ 
archdesignpartners.com 

Established 1994 


Kevin Rush, AIA, CSI 


Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 6 

Work 96 
Interior Architecture 65 
Retail/Commercial 60 
Office Bldgs/Banks/Financial 15 
Housing/Multiple 15 


Medical Facilities/Health Care 5 
Industrial/Mfg/Warehousing — 5 
Restaurants - various MN loca- 
tions, Columbus, OH; Retail 
Stores - AZ, IL, VA, WI, MN; Of- 
fice Buildings and Buildout - vari- 
ous MN locations; Healthcare Fa- 
cilities - Burnsville & Plymouth, 
MN; Multi-Family Residential - 
various MN locations, Sioux 
Falls, SD 
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ARCHITECTURAL FORENSIC 
SPECIALTIES 

8532 Palmer Road 
Bloomington, MN 55437 

Tel: 612-251-4106 

Fax: 952-835-0997 

E-mail: jknowland@mn.rr.com 
Established 2002 


John B. Knowland, AIA 


Firm Personnel by Discipline 


Architectural il 
Other Technical 5 
Administrative 5 
Total in Firm 3 

Work % 
Industrial/Mfg/Warehousing 30 
Office Bldgs/Banks/Financial 30 
Housing/Multiple 30 
Restoration/Preservation 10 
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ARCHITECTURAL RESOURCES, INC. 
704 East Howard Street 

Hibbing, MN 55746 

Tel: 218-263-6868 

Fax: 218-722-6803 

E-mail: archres@arimn.com 

Web: www.arimn.com 

Established 1972 


Other MN Offices: 
Duluth 
218-727-8481 


OtherOffices: 
Superior, WI 


Doug Hildenbrand, AIA 
Mark Wirtanen, AIA 
Earl Thedens, ASLA 


Firm Personnel by Discipline 


Architectural 13 
Interior Designers 1 
Engineering 7 
Landscape Architect 2 
Administrative i 
Total in Firm 27 


Work 96 
Education/Academic Bldgs 55 
Medical Facilities/Health Care 25 
Municipal Buildings 10 
Churches/Worship Facilities 5 
Office Bldgs/Banks/Financial — 5 


Thief River Falls School, Thief Riv- 
er Falls, MN ; Fairview/University 
Medical Center, Hibbing, MN; 
Midway Care Center Assisted Liv- 
ing/Senior Housing, Fosston, MN; 
Forest Health Services, Buhl, MN; 
Cathedral of Christ the King, Supe- 
rior, WI; Concordia Language Vil- 
lages, Bemidji, MN 
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ARCHITECTURAL WORKS 
VILLARD, INC. 

5770 Blackshire Path, Suite A 
Inver Grove Heights, MN 55076 
Tel: 651-389-1188 

Fax: 651-389-1187 

E-mail: pvillard@awvi.com 
Established 2003 


Continued on next column 


Peter L. Villard, AIA 


Work % 
Housing/Multiple 55 
Office Bldgs/Banks/Financial 15 
Planning 10 
Municipal Buildings 10 
Retail/Commercial 10 


Rolling Greens Town Office Park, 
Medina, MN; Spring Valley Estates 
Senior Condominiums, Fridley, 
MN; Stone Bay Condominiums, 
Orono, MN 
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ARCHITECTURE BY BERG 

218 Third Avenue Fast, Suite 101 
Alexandria, MN 56308 

Tel: 320-762-2401 

Fax: 320-762-4102 

E-mail: archbergg@earthlink.net 
Established 2000 


Bruce Berg, AIA 

Firm Personnel by Discipline 
Architectural 2 
Total in Firm 2 


Work 96 

Retail/Commercial 30 

Office Bldgs/Banks/Financial 30 

Churches/Worship Facilities — 20 

Industrial/Mfg/Warehousing 10 
Residences: 

New/Remodeled/Additions 10 


Evangelical Covenant Church, 
Alexandria, MN; Runestone Elec- 
tric Association Office/Warehouse, 
Alexandria, MN; Osakis Motel, Os- 
akis, MN; Minnesota Eye Institute, 
Alexandria, MN; First State Bank, 
Alexandria, MN; Wheaton Com- 
munity Building, Wheaton, MN 


e. 
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ARCHITECTURE DIRECT - 
GARY TURPENING ARCHITECT 
20670 Holt Avenue 

P. O. Box 262 

Lakeville, MN 55044 

Tel: 952-898-0880 

E-mail: gary@archdirect.com 
Web: www.archdirect.com 


Gary Turpening, AIA 


Work % 

Residences: 
New/Remodeled/Additions 45 
Industrial/Mfg/Warehousing 15 
Retail/Commercial 15 
Interior Architecture 10 
Churches/Worship Facilities 10 
Planning 5 


Restoration/Preservation 5 
Education/Academic Bldgs 5 
Municipal Buildings 5 


Continued on next column 


Professional Consultation Services 
for planning and design of resi- 
dential, commercial, religious, and 
industrial building programs 
throughout the US, including inte- 
rior design; Church Design and 
Planning, New and Remodeling 
(historic), various locations in MN, 
PA; New Residences, Additions, 
and Alterations, various locations 
in MN, WI, MI, CT; New and Re- 
modeling of Restaurants with full 
kitchens, various locations in MN, 
PA; New Stadium and Grounds, 
Science Wing, St. Thomas Acade- 
my/Visitation School, Mendota 
Heights, MN; New Arrival/Depar- 
ture Buildings and Hangars, Wade- 
na, MN Airport 


bo d 


ARCHITECTURE UNLIMITED 

2675 University Avenue West 

St. Paul, MN 55114 

Tel: 651-603-7200 

Fax: 651-603-7205 

E-mail: 
architectureunlimited@hbi.com 

Established 1991 


Daniel M. Rominski, AIA 
Work % 
Residences: 
New/Remodeled/Additions 100 


Downs Residence, St. James, MN 
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ARCHNET ENGINEERING 

12445 55th Street 

Lake Elmo, MN 55042 

Tel: 651-430-0606 

Fax: 651-430-0180 

E-mail: mdiem@archnetusa.com 
Established 1992 


Andy Struck, PE 

Greg Shor, PE 

Michael Hoefler, AIA, CID 
Michael Diem, AIA 


Firm Personnel by Discipline 


Architectural 5 
Engineering 3 
Other Technical 3 
Administrative 2 
Total in Firm 13 

Work 96 
Retail/Commercial 40 
Housing/Multiple 20 
Churches/Worship Facilities — 10 
Industrial/Mfg/Warehousing 10 
Office Bldgs/Banks/Financial 10 


Medical Facilities/Health Care 5 
Residences: 

New/Remodeled/Additions 5 
Corporate Furniture Stores, various 
locations; Stillwater Mills, condo- 
minium, mixed-use ; Shakopee 
Crossings Office Building; Beacon 
Shores Office Park; St. Elizabeth 
Ann Seaton Parish; Cambridge 
Medical Center & Clinic 
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ARMSTRONG, TORSETH, SKOLD 
& RYDEEN, INC. 

8501 Golden Valley Road, Ste 300 
Minneapolis, MN 55427 

Tel: 763-545-3731 

Fax: 763-525-3289 

E-mail: slockhart@atsr.com 

Web: www.atsr.com 

Established 1944 


Paul W. Erickson, AIA 
Kenneth E. Grabow, AIA 
Rodney E. Erickson, FCSI, CCS 
Paul L. Snyder, AIA 

Tammy S. Magney, AIA 
Daniel C. Moll, AIA 


Firm Personnel by Discipline 


Architectural 37 
Interior Designer 3 
Engineering 32 
Landscape Architect 6 
Planner 4 
Other Professional 9 
Other Technical 6 
Administrative 14 
Total in Firm 107 

Work % 
Education/Academic Bldgs 95 


Churches/Worship Facilities 5 
Sunrise River Elementary School, 
North Branch, MN; Osseo Area 
Schools, District-wide Improv- 
ments, Osseo, MN; Marshall High 
School, Marshall, MN; John Mar- 
shall High School additions & al- 
terations, Rochester, MN; Crosby- 
Ironton Junior/Senior High School 
additions & alterations, Crosby, 
MN; Edinbrook Lutheran Church 
addition, Brooklyn Park, MN 


2 
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ARTERIORS ARCHITECTURE - 
TIM R. BJELLA ARCHITECT 
2115 Morton Road 

Wayzata, MN 55391 

Tel: 952-476-0486 

Fax: 952-476-1411 

Web: www.arteriors.com 
Established 1994 


Tim R. Bjella, AIA, CID 


Firm Personnel by Discipline 
Architectural 


Interior Designer 1 
Total in Firm 3 

Work 96 
Residences: 


New/Remodeled/Additions 100 
Private Residence, Eden Prairie, 
MN; Private Residence, Minneton- 
ka, MN; Private Residence, Chan- 
hassen, MN; Private Residence, 
Wayzata, MN; Private Residence, 
Napa Valley, CA; Private Resi- 
dence, Boulder, CO 
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ATELIER/JILK 

12971 Third Street South 
Afton, MN 55001 

Tel: 651-998-0514 

Fax: 651-436-7156 

E-mail: bajilk(ecomcast.com 
Established 2001 


Other Offices: 
Amersfoort, The Netherlands 


Bruce A. Jilk, AIA 

Work 96 
Education/Academic Bldgs 100 
Gunnerskoli, Reykjavik, Iceland; 
Copenhagen Business School, 
Copenhagen, Denmark; Model 
School, Edinburgh, Scotland; The 
Learning Community, Sydney, 
Australia; University of Leeds, 
Leeds, United Kingdom; Ministe- 
rio de Educacion de Chile, Santia- 
go, Chile 
AWAD & KOONTZ ARCHITECTS 
BUILDERS INC. 
6603 Queen Avenue South, Ste 5R 
Minneapolis, MN 55423 
Tel: 612-243-0540 
Fax: 612-243-0541 
Established 1997 


Ali Awad, AIA 
James Koontz 


Firm Personnel by Discipline 


Architectural 1 
Other Professional 1 
Total in Firm 2 

Work 96 
Residences: 


New/Remodeled/Additions 100 
Restoration/Preservation 25 
Interior Architecture 10 
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BAKER ASSOC. INC. 

100 South Sth Street 
Minneapolis, MN 55402 
Tel: 612.339.8601 

Fax: 612.339.5668 
Established 1959 


Jonathan D. Baker, AIA 


Firm Personnel by Discipline 


Architectural 4 
Other Technical 1 
Administrative 1 
Total in Firm 6 

Work 96 
Industrial/Mfg/Warehousing 40 
Retail/Commercial 20 


Office Bldgs/Banks/Financial 

Residences: 
New/Remodeled/Additions 10 

Housing/Multiple 10 
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Carousel Porsche Audi, Min- 
neapolis, MN; Brookdale Buick 
GMC, Brooklyn Park, MN; Brit's 
Restaurant Garden Park, Min- 
neapolis, MN; Illusion Theater, 
Minneapolis, MN 


"v 


MARK S. BALAY ARCHITECTS, INC. 
110 East Myrtle Street 

Stillwater, MN 55082 

Tel: 651-430-3312 

Fax: 651-430-0605 

E-mail: mark@balayarchitects.com 
Web: www.balayarchitects.com 
Established 1986 


Other Offices: 
Indianapolis, IN 


Mark Balay, AIA 

Firm Personnel by Discipline 
Architectural 

Other Technical 
Administrative 

Total in Firm 


Ww e RR 


Work % 

Residences: 
New/Remodeled/Additions 40 
Restoration/Preservation 25 
Interior Architecture 10 


Education/Academic Bldgs 10 
Churches/Worship Facilities 10 
Retail/Commercial 5 
Elim Lutheran Church, addition, 
Scandia, MN; Rivertown Inn, Still- 
water, MN; Armstrong Residence, 
Stillwater, MN; Bethesda Lutheran 
Church, addition, Sand Lake, WI; 
Osceola Railroad Depot, renova- 
tion, Osceola, WI; Aaro Residence, 
renovation 


BARBOUR LADOUCEUR 
ARCHITECTS, P.A. 

129 North Second Street #103 
Minneapolis, MN 55401 

Tel: 612-339-5093 

Fax: 612-339-0499 

E-mail: jbarbour@bar- 
bourladouceur.com 

Web: www.bldgdesign.com 
Established 1993 


John Barbour, AIA, CID 
Janis LaDouceur, AIA, CID 


Firm Personnel by Discipline 


Architectural 10 
Both Architect & 

Interior Designer 2 
Interior Designer 1 
Landscape Architect 1 
Administrative 1 
Total in Firm 15 


Continued on next column 


Work % 
Museums/Theaters/ 

Art Facilities 30 
Restoration/Preservation 30 
Municipal Buildings 25 
Interior Architecture 20 


Education/Academic Bldgs 
Retail/Commercial 15 
Residences: 
New/Remodeled/Additions 15 
Office Bldgs/Banks/Financial 10 
Housing/Multiple 10 
Churches/Worship Facilities 5 


ACS/Wells Fargo Office Building, 
Aberdeen, SD; Hella Residence, 
Pelican Lake, MN; Richard I. Bong 
Heritage Museum, Superior, WI; 
Science Museum of Minnesota, 
Environmental Education Center 
& Science Park, St. Paul, MN; Light 
Rail Transit Stations, Minneapolis, 
MN; Ward Hotel Restoration/Ren- 
ovation, Aberdeen, SD 


*. 
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THE DENNIS BATTY & 
ASSOCIATES GROUP, INC. 
6860 Shingle Creek Parkway 
Ste 106 

Brooklyn Center, MN 55430 
Tel: 763-560-6814 

Fax: 763-560-1090 

E-mail: info@dennisbatty.com 
Established 1976 


Other Offices: 
Springfield, MO 


Dennis Batty, AIA 


Firm Personnel by Discipline 


Architectural 4 
Other Technical 3 
Administrative 1 
Total in Firm 8 
= Work % 


Churches/Worship Facilities 65 
Education/Academic Bldgs 15 


Municipal Buildings 5 
Industrial/Mfg/Warehousing 5 
Retail/Commercial 5 
Housing/Multiple 5 


Celebration Church, Lakeville, 
MN; Lights On Broadway, Brook- 
lyn Park, MN; Fourth Baptist 
Church & Seminary, Plymouth, 
MN; North Central University 
Residence, Minneapolis, MN; 
Grace United Methodist Church, 
St. Cloud, MN; Northwest College 
of the Assemblies of God, Acade- 
mic Bldg., Renton, WA 
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BENTZ/THOMPSON/RIETOW, INC. 
1123 IDS Center 

Minneapolis, MN 55402 

Tel: 612-332-1234 

Fax: 612-332-1813 

E-mail: info@btr-architects.com 
Web: www.btr-architects.com 
Established 1971 


Milo H. Thompson, FAIA, CID 
Robert G. Rietow, AIA, CID 

R. Bruce Cornwall, AIA, CID 
Robert J. Zimmerman, AIA, CID 
Ann Voda, AIA, CID 

Gary F. Milne Rojek, AIA 


Continued on next column 


Firm Personnel by Discipline 


Architectural 1l 
Both Architect & 

Interior Designer 6 
Other Technical 1 
Administrative 1 
Total in Firm 19 

Work % 


Restoration/Preservation 
Education/Academic Bldgs 25 
Churches/Worship Facilities 25 


Interior Architecture 20 
Planning 15 
Libraries 10 
Retail/Commercial 10 
Office Bldgs/Banks/Financial 10 
Housing/Multiple 10 
Municipal Buildings 5 


Market Street Station, Office/Re- 
tail Complex, Chanhassen, MN; 
Minneapolis Community & Tech- 
nical College Parking Ramp Ex- 
pansion & Beautification, Min- 
neapolis, MN; Hennepin Coun- 
ty/Eden Prairie Library, Eden 
Prairie, MN; Bet Shalom Congre- 
gation, Minnetonka, MN; 701 E 
Lake St, Office/Retail Complex, 
Wayzata, MN; Hilde Performance 
Center, Plymouth, MN 
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BKV GROUP 

222 North Second Street 
Minneapolis, MN 55401 
Tel: 612-339-3752 

Fax: 612-339-6212 

E-mail: sandre@bkvgroup.com 
Web: www.bkvgroup.com 
Established 1978 

J. Owen Boarman, AIA 
David Kroos, AIA 

Gary Vogel, AIA 


Firm Personnel by Discipline 


Architectural 23 
Both Architect & 

Interior Designer 1 
Interior Designer 4 
Engineering 9 
Other Professional 7 
Other Technical 2 
Administrative 1 
Total in Firm 47 

Work % 
Housing/Multiple 30 
Municipal Buildings 25 
County and State 15 


Education/Academic Bldgs 10 
Office Bldgs/Banks/Financial 10 
Interior Architecture 5 
Restoration/Preservation 5 


Gateway Village, St. Paul, MN; 
University and Dale Develop- 
ment, Lexington Library, St. Paul, 
MN; Edina Police Station, Edina, 
MN; Shakopee Library, Shakopee, 
MN; Minnesota West Communi- 
ty and Technical College, Wor- 
thington, MN; Bremer Banks/Pro- 
totype Projects, Metro Area, MN 
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BLUMENTALS/ 
ARCHITECTURE, INC. 

6235 Earle Brown Drive 
D-Barn/Suite 100 

Brooklyn Center, MN 55430 
Tel: 763-561-5757 

Fax: 763-561-2914 

E-mail: info@blumentals.com 
Web: www.blumentals.com 
Established 1976 

John Klockeman, AIA, CID 
James Moy, AIA, CID 

Janis Blumentals, AIA, CID 


Firm Personnel by Discipline 


Architectural 3 
Both Architect & 

Interior Designer 3 
Administrative LS 
Total in Firm 7.5 

Work 96 
Housing/Multiple 45 
Restoration/Preservation 40 
Interior Architecture 20 
Office Bldgs/Banks/Financial 20 
Childcare 10 
Retail/Commercial 10 
Municipal Buildings 5 


Churches/Worship Facilities > 
Industrial/Mfg/Warehousing — 5 


Multi-family Affordable Housing 
Projects across Minnesota; Wells 
Fargo, Blaine, MN; Best Buy HO 
Childcare, Richfield, MN; Edina 
Realty & Title, Brainerd, Stillwater, 
Grand Ave/St. Paul, and Other Lo- 
cations, MN; Holiday Inn Express, 
Vadnais Heights, MN; St. Cloud 
River View Senior Campus - 
Housing & Masterplanning, 

St. Cloud, MN 
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BRUFLODT ARCHITECTS 
16809 Highway 7 
Minnetonka, MN 55345 
Tel: 952.935.6256 
Established 1984 


Milt Bruflodt, AIA 


Firm Personnel by Discipline 


Architectural 1 
Administrative 1 
Total in Firm 2 
Work 96 
Retail/Commercial 20 
Residences: 
New/Remodeled/Additions 20 
Planning 15 
Office Bldgs/Banks/Financial 15 
Interior Architecture 10 
Restoration/Preservation 10 
Municipal Buildings 10 


Shops on Broadway, Alexandria, 
MN; Treetops (residential), Afton, 
MN; City Hall, Rosemount, MN; 
Dawson Public Library, Dawson, 
MN; Retail Addition, Inver Grove 
Heights, MN; 98th St. Swin & 
Tennis, Bloomington, MN 


BUETOW AND ASSOCIATES, INC. 

2345 North Rice Street, Suite 210 

St. Paul, MN 55113 

Tel: 651-483-6701 

Fax: 651-483-2574 

E-mail: 
buetow@buetowarchitects.com 

Web: www.buetowarchitects.com 

Established 1920 


Thomas W. Dunwell, AIA, CID 
Randy L. Engel, RA 

Modris M. Feders, AIA, CID 
James M. Evans, RA 


Firm Personnel by Discipline 


Architectural 4 
Both Architect & 

Interior Designer 2 
Other Professional 1 
Other Technical 3 
Administrative 2 
Total in Firm 12 

Work 96 
Sustainable Design/ 

Energy/Daylighting 20 
Justice/Corrections/Detention 20 
Interior Architecture 20 
Restoration/Preservation 20 
Municipal Buildings 20 


Industrial/Mfg/Warehousing 20 
Office Bldgs/Banks/Financial 20 
Libraries 10 
Education/Academic Bldgs 10 
Churches/Worship Facilities — 10 
Retail/Commercial 10 
Housing/Multiple 10 
Medical Facilities/Health Care — 5 
Residences: 
New/Remodeled/Additions — 5 


Beltrami County/City of Bemidji 
Law Enforcement Center, Bemid- 
ji, MN; Police Station and Fire Sta- 
tion Addition, Anoka, MN; Brook- 
dale & Southdale Regional Cen- 
ters, Medical Center Central Food 
Facility, Hennepin County, MN; 
City/County Federal Credit 
Unions, various MN locations; 
Jennie-O Foods, various MN loca- 
tions; Anoka County Master Plan 
(including Courthouse Complex, 
Human Service Center, Bunker 
HIlls Park Buildings, Golf Course 
Clubhouse, Juvenile Detention 
Center, Adult Correctional Center 
& Jail), Anoka, MN 


«X 


RANDALL M. BUFFIE 
ARCHITECT, LTD. 

275 Market Street, Suite 1001 
Minneapolis, MN 55405 

Tel: 612-288-9800 

Fax: 612-288-9800 

E-mail: buffiearch@aol.com 


Randall M. Buffie, AIA 


Work 96 

Residences: 
New/Remodeled/Additions 90 
Interior Architecture 10 


Office Bldgs/Banks/Financial 10 


Continued on next column 


Lane Residence, Tonka Bay, MN; 
D. Streeter Residence, Deephaven, 
MN; Private Residence in Hidden 
Creek, Mendota Heights, MN; 
Berg Residence, Boulder, CO; 
Interior Remodeling, Minneton- 
ka, MN; Fenn Residence, 

Victoria, MN 


Kod 


BUSCH CAULFIELD 
ARCHITECTS, INC. 

2402 University Avenue West 
Suite 501 

St. Paul, MN 55114 

Tel: 651-645-6675 

Fax: 651-645-8071 

E-mail: kcbusch@qwest.net 
Established 1988 


Kevin C. Busch, AIA, CID 
Bruce A. Caulfield, AIA 


Firm Personnel by Discipline 


Architectural 2 
Both Architect & 

Interior Designer 1 
Administrative 2 
Total in Firm 5 

Work % 
Churches/Worship Facilities — 50 
Interior Architecture 20 
Recreational/Sports/ 

Athletic Facilities 10 
Industrial/Mfg/Warehousing 10 
Retail/Commercial 10 


Office Bldgs/Banks/Financial 10 

Residences: 
New/Remodeled/Additions — 5 

Housing/Multiple 5 


Advent Lutheran Church, Maple 
Grove, MN; Spirit of Hope United 
Methodist Church, Golden Val- 
ley, MN; Dunning Recreation 
Center, St. Paul, MN; Perpetual 
Motion Gymnastics Center, 
Woodbury, MN; The Point Office 
Building, Savage, MN; Transfigu- 
ration Lutheran Church, Bloom- 
ington, MN 
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BWBR ARCHITECTS, INC. 

380 St. Peter Street, Suite 600 
St. Paul, MN 55102 

Tel: 651-222-3701 

Fax: 651-222-8961 

E-mail: marketing@bwbr.com 
Web: www.bwbr.com 
Established 1922 


C. Jay Sleiter, AIA 

Terry L. Anderson, AIA 
Stephen P. Patrick, AIA 
Timothy J. Sessions, AIA 
Peter G. Smith, AIA 
Brian B. Buchholz, AIA 
John A. Strachota, AIA 


Continued on next column 


Firm Personnel by Discipline 


Architectural 64 
Both Architect & 

Interior Designer 5 
Interior Designer 16 
Other Professional 8 
Other Technical 7 
Administrative 14 
Total in Firm 114 

Work % 


Medical Facilities/Health Care 50 
Correction/Detention/Justice 10 
Education/Academic Bldgs 10 


Municipal Buildings 10 
Churches/Worship Facilities 10 
Transportation 5 


Office Bldgs/Banks/Financial 5 


Mayo Family Clinic Northeast, 
Rochester, MN; Minnehaha Coun- 
ty Jail, Sioux Falls, SD; Shoreview 
Community Center Expansion, 
Shoreview, MN; RSM McGladrey 
Corporate Office Relocation, 
Bloomington, MN; Wheaton 
Community Hospital Expansion, 
Wheaton, MN; Shepherd of the 
Lake Lutheran Church at Shep- 
herd's Path, Prior Lake, MN 


C. M. ARCHITECTURE, P.A. 

219 North 2nd Street, Suite 301 
Minneapolis, MN 55401 

Tel: 612-338-6677 

Fax: 612-338-2995 

E-mail: info@cmarch.com 
Web: www.cmarch.com 
Established 1990 


Other Offices: 
Fort Worth, TX 


Bruce M. Carlson, AIA 
Patrick G. Blees, AIA 


Firm Personnel by Discipline 


Architectural 25 
Interior Designer 1 
Other Technical 6 
Administrative 7 
Total in Firm 39 

Work % 
Retail/Commercial 85 
Government 10 
Interior Architecture 10 


Industrial/Mfg/Warehousing — 5 


U.S. Postal Service Skyway Addi- 
tion, Main Post Office, St. Paul, 
MN; U.S. Department of Labor, 
New Education Building, Black- 
well Civilian Center, Laona, WI; 
Buffalo Wild Wings Restaurant, 
Chanhassen, MN; Slumberland 
Furniture Store, Des Moines, IA; 
Hot Topic Store, Vernon Hills, IL; 
MedCenter Pharmacy, Fort 
Wayne, IN 
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CARLSEN & FRANK ARCHITECTS 
524 Selby Avenue 

St. Paul, MN 55102 

Tel: 651-227-4576 

Fax: 651-227-3501 

E-mail: pseverin@aol.com 

Web: www.carlsenfrank.com 
Established 1983 


Peter Carlsen, AIA 

Sylvia Frank, AIA 

Firm Personnel by Discipline 
Architectural 

Total in Firm 


2 
2 


Work % 

Residences: 
New/Remodeled/Additions 30 
Education/Academic Bldgs 25 


Interior Architecture 20 
Housing/Multiple 20 
Restoration/Preservation 15 


Office Bldgs/Banks/Financial 15 
Medical Facilities/Health Care 10 
Industrial/Mfg/Warehousing 10 


524 Selby Office Building, St. Paul, 
MN; Peters Hall Renovation, Univ. 
of MN, St. Paul, MN; Haecker Hall 
Renovation, Univ. of MN, St. Paul, 
MN; Risdale House Addition & Re- 
modeling, Lino Lakes, MN; So- 
journer Shelter, Minnetonka, MN 
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RICHARD J. CARLSON 
ARCHITECTS, LTD. 

5487 Butternut Circle 
Minnetonka, MN 55343 
Tel: 952-931-3101 

Fax: 952-931-3101 
E-mail: rjcarch@visi.com 
Established 1987 


Richard J. Carlson, AIA, CID 


Work % 
Retail/Commercial 35 
Office Bldgs/Banks/Financial 35 
Interior Architecture 10 


Medical Facilities/Health Care 10 
Residences: 
New/Remodeled/Additions 10 


Maple Bank Building, Champlin, 
MN; Donato Restaurant, Cham- 
plin, MN; 15600 Office Building, 
Minnetonka, MN; Salon Intrigue, 
Calhoun Commons, Minneapolis, 
MN; Masonic Cancer Research 
Building, University of Minneso- 
ta, Minneapolis, MN 
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CERMAK RHOADES ARCHITECTS 
275 East 4th Street, Suite 800 

St. Paul, MN 55101 

Tel: 651-225-8623 

Fax: 651-225-8720 

Web: www.cermakrhoades.com 
Established 1993 


Therese Cermak, AIA 
Todd Rhoades, AIA 


Firm Personnel by Discipline 


Architectural 11 
Landscape Architect l 
Administrative 2 
Total in Firm 14 

Work 96 
Housing/Multiple 70 
Planning 10 
Residences: 


New/Remodeled/Additions 10 
Community Centers 5 
Lindquist Apartments, Minneapo- 
lis, MN; Family Project, St. Paul, 
MN; Clare Apartments, Min- 
neapolis, MN; Building Better 
Neighborhoods, statewide; Sev- 
enth Landing, St. Paul, MN; Bas- 
sett Creek Lofts, Minneapolis, MN 
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CF DESIGN, LTD.* 

230 Fast Superior Street, Ste 102B 
Duluth, MN 55802 

Tel: 218-722-1060 

Fax: 218-722-1086 

E-mail: cheryl@cfd-online.net 
Web: www.cfd-online.net 
Established 1998 


Cheryl L. Fosdick, Assoc. AIA 


Firm Personnel by Discipline 


Architectural 1 
Other Professional 1 
Other Technical 2 
Administrative il 
Total in Firm 5 
Work 96 

Residences: 
New/Remodeled/Additions 80 
Interior Architecture 40 
Furniture & Cabinetry 10 
Housing/Multiple 10 


Asmus project, Duluth, MN; Thor- 
pe-Peltier Residence, Eau Claire, 
WI; Fosdick Residence, Grant 
Township, MN; Nicles-Erickson 
Retreat, North Shore, Lake Superi- 
or; Doherty Residence, Lake Supe- 
rior, MN; Plumb Residence, Lake 
Superior, MN 
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CLAYBAUGH PRESERVATION 
ARCHITECTURE INC. 

361 West Government Street 
Taylors Falls, MN 55084 

Tel: 651-465-7900 

E-mail: claybaugh@frontiernet.net 
Web: www.claybaugh.com 
Established 1989 


Robert J. Claybaugh, AIA, CCS 


Firm Personnel by Discipline 


Architectural 1.5 
Administrative 5 
Total in Firm 2 

Work 96 
Restoration/Preservation 75 
Design Guidelines 25 
Retail/Commercial 10 
Residences: 


New/Remodeled/Additions 10 
Split Rock Lighthouse Visitor Cen- 
ter Addition, Two Harbors, MN; 
Folsom House Restoration, Tay- 
lors Falls, MN; Sibley House 
Restoration, Mendota, MN; 
Downtown Design Guidelines, 
Hutchinson, MN; Downtown De- 
sign Guidelines, Hastings, MN; 
Swensson Barn Restoration, Mon- 
tevideo, MN 


CLOSE ASSOCIATES INC. 
ARCHITECTS 

3101 East Franklin Avenue 
Minneapolis, MN 55406 

Tel: 612-339-0979 

Fax: 612-339-0976 

E-mail: gar@closearchitects.com 
Web: www.closearchitects.com 
Established 1938 


Gar Hargens, AIA 


Work % 

Residences: 
New/Remodeled/Additions 40 
Housing/Multiple 30 
Restoration/Preservation 30 
Interior Architecture 20 


Education/Academic Bldgs 10 
Churches/Worship Facilities 10 
Retail/Commercial 10 
Nicholson Residence, St. Paul, 
MN; Wilder Woods Pavilion, St. 
Paul, MN; Middle Border Muse- 
um, Mitchell, SD; Knotts' Family 
Duplex, Minneapolis, MN; River 
Towers Plaza Restoration, Min- 
neapolis, MN; Eigenfeld House, St. 
Paul, MN 
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CLUTS, O'BRIEN, STROTHER 
ARCHITECTS, INC. 

7520 Market Place Drive 
Eden Prairie, MN 55344 
Tel: 952-941-4822 

Fax: 952-941-4951 
E-mail: ob@cosarch.com 
Web: www.cosarch.com 
Established 1978 

Brian Cluts 

Daniel O'Brien, AIA 
Paul Strother, CSI 


Firm Personnel by Discipline 


Architectural 3 
Other Technical 4 
Administrative 2 
Total in Firm 9 

Work 96 
Housing/Multiple 30 


Medical Facilities/Health Care 15 
Industrial/Mfg/Warehousing 15 


Retail/Commercial 15 
Office Bldgs/Banks/Financial 15 
Municipal Buildings 10 


Bluff Country Village, Eden Prairie, 
MN; Fairmount Orthopedic and 
Sports Medicine, Fairmont, MN; 
Westwood Custom Cabinetry, In- 
dependence, OR; Hopkins Center 
for the Arts, Hopkins, MN; Clover 
Fields Community Center, Chaska, 
MN; Sommerville Town Homes, 
Chaska, MN 
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CNH ARCHITECTS 

7300 West 147th Street 
Apple Valley, MN 55124 
Tel: 952-431-4433 

E-mail: cnh@cnharch.com 
Web: www.cnharch.com 
Established 1958 


John R. Natwick, AIA, CID 
Wayne G. Hilbert, AIA, CCS 
Quinn S. Hutson, AIA, CID 


Firm Personnel by Discipline 


Architectural 4 
Both Architect & 

Interior Designer 3 
Other Technical db 
Administrative 2 
Total in Firm 10 

Work 96 
Municipal Buildings 25 


Churches/Worship Facilities — 25 
Industrial/Mfg/Warehousing 25 
Office Bldgs/Banks/Financial 15 
Sustainable Design/ 


Energy/Daylighting 10 
Retail/Commercial 5 
Housing/Multiple 5 


Eagan Rotary Bandshell, Eagan 
MN; Apple Valley City Hall, Apple 
Valley, MN; Ziegler Service Facility, 
Altoona, IA; Zion Lutheran, Grand 
Rapids, MN; CDA Office Building, 
Eagan, MN ; Bobby and Steve's Au- 
toworld, Minneapolis, MN 


* Associate - owned firm 


COLLABORATIVE DESIGN 

GROUP, INC. 

1501 Washington Avenue South 

Suite 300 

Minneapolis, MN 55454 

Tel: 612-332-3654 

Fax: 612-332-3626 

E-mail: bhickey@collaborative 
designgroup.com 

Web: www.collaborativedesign 
group.com 

Established 2001 


William D. Hickey, AIA 
Michael W. Jordan, AIA 
James O'Shea 

Lee M. Seppings 

Craig A. Milkert, PE 
Pamela A. Gilbert 


Firm Personnel by Discipline 


Architectural 16 
Both Architect & 

Interior Designer 3 
Interior Designer 3 
Engineering 4 
Other Professional 1 
Administrative 3 
Total in Firm 30 

Work % 
Interior Architecture 25 
Restoration/Preservation 25 
Housing/Multiple 25 
Community & 

Master Planning 20 
Transportation 20 
Municipal Buildings 20 
Education/Academic Bldgs 15 
Planning 10 


Office Bldgs/Banks/Financial 10 


Nicholson Hall Rehabilitation, 
Univ. of MN, Minneapolis, MN; 
Resources for Child Caring, Little 
Canada, MN; Rossmor Building 
Conversion, Live/Work Lofts, St. 
Paul, MN; Midtown Exchange 
Building, Minneapolis, MN; 


Cathedral Hill Condominiums, St. 


Paul, MN; Gateway Center Pre- 
design, Winona State University, 
Winona, MN 


~~ 


COLLINS HANSEN ARCHITECTS 
400 First Avenue North 
Minneapolis, MN 55401 

Tel: 612-338-8181 

Fax: 612-338-0007 

E-mail: info@collinshansen.com 
Web: www.collinshansen.com 
Established 1989 


Mike Collins, AIA, CID 
Merle Hansen, RA, CID 


Firm Personnel by Discipline 


Both Architect & 

Interior Designer 2 
Other Professional 1 
Total in Firm 3 


Continued on next column 


* Associate - owned firm 


Work 96 
Housing/Multiple 50 
Education/Academic Bldgs 30 
Interior Architecture 20 


Office Bldgs/Banks/Financial 20 


Turck Hall Addition and Renova- 
tion, Macalester College, St. Paul, 
MN; Kagin Commons Renova- 
tion, Macalester College, St. Paul, 
MN; Musictech College, St. Paul, 
MN; Charles S. Anderson Design 
Company/Studio d Design Reno- 
vation, Minneapolis, MN; Wayza- 
ta Library, Police Department, and 
City Hall, Wayzata, MN; Marcos 
Residence, Edina, MN 


+ 
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CONWAY + SCHULTE 
ARCHITECTS 

113 Washington Avenue North 
Minneapolis, MN 55401 

Tel: 612-333-5867 

Fax: 612-333-5869 

E-mail: csarchitects@qwest.net 
Web: www.conwayandschulte.com 
Established 1994 


William F. Conway, AIA 

Marcy Schulte, AIA 

Firm Personnel by Discipline 

Architectural 3 

Total in Firm 5 

Work % 

Cultural & Interpretive 

Facilities/Sites 25 

Office Bldgs/Banks/Financial 25 

Residences: 
New/Remodeled/Additions 25 


Planning 10 
Medical Facilities/Health Care 10 


Housing/Multiple 5 


Holistic Veterinary Clinic, Mah- 
tomedi, MN; Forest Park Museum 
Administration Building, Perry, 
IA; Iowa State University Transit 
Shelter, Ames, IA; Centre Village 
Exterior Improvements, Min- 
neapolis, MN; Private Residence, 
Minneapolis, MN; I-80 Jasper 
County Rest Area, IA 
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JAMES M. COOPERMAN & 
ASSOCIATES ARCHITECTS, INC. 
13931 Hill Ridge Drive 
Minnetonka, MN 55305 

Tel: 952-545-0409 

Established 1962 


James M. Cooperman, AIA 


Work 96 
Housing/Multiple 60 
Retail/Commercial 10 


Office Bldgs/Banks/Financial 10 
Residences: 
New/Remodeled/Additions 10 
Medical Facilities/Health Care 5 
Industrial/Mfg/Warehousing — 5 


Continued on next column 


2 Apartment Buildings, Student 
Housing, Minneapolis, MN; Med- 
ical Office Suite, Orono, MN; 
Apartment Building Remodel & 
Addition, Faribault, MN; 12-Unit 
Aparment Building, Omaha, NE 
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COSTELLO DESIGNS* 

6749 Clearwater Creek Drive 
Lino Lakes, MN 55038 

Tel: 612-715-0553 

Fax: 651-762-3829 

E-mail: bill@costellodesigns.com 
Web: www.costellodesigns.com 
Established 2001 


Bill Costello, Assoc. AIA 


Work 96 

Residences: 
New/Remodeled/Additions 60 
Interior Architecture 40 


Gee Loft Renovation, Minneapo- 
lis, MN; Little project, Maple 
Grove, MN; Classen Interior Ren- 
ovation, Hammel, MN 


CUNDY, SANTINE & ASSOCIATES 
ARCHITECTS 

3434 Lexington Avenue North 
Shoreview, MN 55126 

Tel: 651-490-5454 

Fax: 651-490-5454 

Established 1985 


George F. Cundy, AIA 
Shelley A. Santine, AIA 


Firm Personnel by Discipline 


Architectural 2 
Other Technical 1 
Total in Firm 3 

Work 96 
Housing/Multiple 35 
Office Bldgs/Banks/Financial 30 
Residences: 


New/Remodeled/Additions 25 
Interior Architecture 5 
Retail/Commercial 5 
Oaks Hiawatha Station, Min- 
neapolis, MN; Montanari Office 
Building, Oak Park Heights, MN; 
Roselawn Village Office Park, Ro- 
seville, MN; Cardinal Pines, Oak- 
dale, MN; Gossman Residence, 
Woodbury, MN; Taylor Resi- 
dence, Medina, MN 
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CUNINGHAM GROUP 

ARCHITECTURE, P.A. 

201 Main Street SE, Suite 325 

Minneapolis, MN 55414 

Tel: 612-379-3400 

Fax: 612-379-4400 

E-mail: 
jcuningham@cuningham.com 

Web: www.cuningham.com 

Established 1983 


Other Offices: 
Marina Del Ray, CA; Madrid, Spain 


Continued on next column 


John W. Cuningham, FAIA 
John E. Hamilton, AIA 
John E. Quiter, AIA 
Thomas L. Hoskens, AIA 
Douglas A. Lowe, AIA 
James S. Scheidel, AIA 


Firm Personnel by Discipline 


Architectural 73 
Both Architect & 

Interior Designer 2 
Interior Designer 3 
Landscape Architect 1 
Planner 6 
Other Technical 18 
Administrative 30 
Total in Firm 133 

Work % 


Education/Academic Bldgs 25 
Entertainment/Hospitality 25 
Housing/Multiple 
Retail/Commercial 
Churches/Worship Facilities 
Office Bldgs/Banks/Financial 
Planning 

Interior Architecture 

Epic Systems Corporation New 
Headquarters, Madison, WI; Arts 
IMPACT Middle School, Colum- 
bus, OH; 710 Lofts, Minneapolis, 
MN; Haihe Beach Park, Tanggu, 
China; Warner Bros. Movie 
World™ Madrid Theme Park, 
Madrid, Spain; Mohawk Moun- 
tain Casino Resort, Monticello, NY 


20 
15 
5 
5 
5 
5 


,*. 
he d 


PETER CURTIS ARCHITECT 
12555 Morris Trail North 
Marine on St. Croix, MN 55047 
Tel: 651-433-4031 

E-mail: arkytek44@aol.com 
Established 1991 


Peter Curtis, AIA 


Work 96 

Residences: 
New/Remodeled/Additions 80 
Interior Architecture 20 
Restoration/Preservation 20 


Giroux Residence, Cook, MN; 
Marker Addition, Marine, MN; 
Ferron/Stephens Restoration & 
Addition, Marine, MN; Staples 
Residence, Edina, MN; McCaul 
Studio & Guest Quarters, Webster, 
WI; Joe Thorne Cabin, Gooseber- 
ry Falls, MN 
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JAMES DAYTON DESIGN, LTD. 
530 North Third Street 
Minneapolis, MN 55401 

Tel: 612-338-0005 

Fax: 612-338-0141 

Web: www.jddltd.com 
Established 1997 


James Dayton, AIA 


Firm Personnel by Discipline 


Architectural 6 
Total in Firm 6 
E Work % 


Education/Academic Bldgs 30 
Industrial/Mfg/Warehousing 30 
Housing/Multiple 25 
Residences: 
New/Remodeled/Additions 15 


Minnetonka Center for the Arts, 
Wayzata, MN; Loft, Washburn 
Mill, Minneapolis, MN; Bookmen 
Loft Building, Minneapolis, MN; 
Creative Companies Headquar- 
ters, Mankato, MN; Phelps Resi- 
dence, Maple Plain, MN 
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DBA ARCHITECTS 

7300 Hudson Boulevard North 
Suite 230 

Oakdale, MN 55128 

Tel: 651-714-8115 

Fax: 651-735-1228 

E-mail: dbaker@dbaarchitects.com 
Web: www.dbaarchitects.com 
Established 1992 


Don Baker, AIA 


Firm Personnel by Discipline 


Architectural 4 
Total in Firm 4 

Work 96 
Housing/Multiple 35 
Office Bldgs/Banks/Financial 30 
Retail/Commercial 15 


Industrial/Mfg/Warehousing 10 
Churches/Worship Facilities 5 
Medical Facilities/Health Care 5 


Maple Lakes Townhomes, Maple 
Grove, MN; Taylors Falls City 
Hall, Taylors Falls, MN; Oak Ridge 
East Professional Building, 
Burnsville, MN; Pius X Catholic 
Church, Zimmerman, MN; Cross- 
roads Business Center, Oakdale, 
MN; Nor Lakes, Hugo, MN 


“ 


DEAN ARCHITECTS, INC. 

2478 University Avenue West 

St. Paul, MN 55114 

Tel: 651-225-1867 

Fax: 651-225-4827 

E-mail: 
mdean@deanarchitects.com 

Web: www.deanarchitects.com 

Established 1994 


Matt Dean, AIA 


Continued on next column 
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Work % 

Education/Academic Bldgs 50 

Design Consulting 30 
Residences: 

New/Remodeled/Additions 20 


Union Gospel Mission Day Camp 
Center, Shoreview, M; St. Paul Pub- 
lic Schools; Orth Retreat Center, St. 
Paul, MN; Mounds Theater, St. 
Paul, MN; Private Residences, Vari- 
ous Locations; Intergenerational 
Child Care, Eagan, MN 
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DESIGN 1 LTD 

9973 Valley View Road 

Eden Prairie, MN 55344 
E-mail: rdavis@rjddesign1.com 
Web: www.rjddesign1.com 
Established 1989 


Robert J. Davis, AIA 


Work % 
Special Commercial 
Communications 60 
Senior Housing/Living/ 
Health Care 20 
Housing/Multiple 20 


92-Unit Senior Housing Project, 
Pella, IA; 95-Unit Senior Housing 
Project, Newton, IA; 111-Unit Se- 
nior Housing Project, Mankato, 
MN; 126-Unit Senior Housing 
Project, Silvis, IL 


hed 


THE DESIGN PARTNERSHIP, LTD. 

150 Mill Place, 111 Third Ave. S. 

Minneapolis, MN 55401 

Tel: 612-338-8889 

Fax: 612-338-0346 

E-mail: 
vperlbachs@tdparchitects.com 

Web: www.tdparchitects.com 

Established 1972 


Darrell D. Anderson, AIA 
Victor B. Perlbachs, AIA 
Firm Personnel by Discipline 
Architectural 3 
Interior Designer 1 
Other Technical 2 
Administrative 1 
Total in Firm 7 
Work % 
Industrial/Mfg/Warehousing 30 
Office Bldgs/Banks/Financial 25 


Interior Architecture 15 
Restoration/Preservation 10 
Retail/Commercial 10 
Housing/Multiple 10 


MN DNR Area Headquarters, Fer- 
gus Falls, MN; Steinwall, Inc., Ad- 
dition, Coon Rapids, MN; Elm 
Creek Commerce Center, Cham- 
plin, MN; Wells Fargo Bank Interi- 
ors, Multiple Locations, Min- 
neapolis, MN; Sibley Historic Site, 
Dupuis House, Mendota, MN; 
Minneapolis Area Association of 
Realtors, Edina, MN 
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DESIGNERY, ARCHITECTURE 
Post Office Box 57 
Stillwater, MN 55082 

Tel: 651-433-3973 

Fax: 651-433-3973 

E-mail: rayraffel@aol.com 
Established 1979 


Raymond Raffel, AIA 


Work % 
Industrial/Mfg/Warehousing 35 
Office Bldgs/Banks/Financial 25 
Retail/Commercial 20 
Housing/Multiple 15 
Churches/Worship Facilities 5 


Cedrick's Land Multi-Family 
Housing, Oakdale, MN; Comfort 
Bus Office and Shop Buildings, St. 
Paul, MN; Wipaire Office and 
Hangar Additions, South St. Paul, 
MN; Storage Buildings, Brainerd, 
MN; Commercial/Retail Buildings, 
Apple Valley, MN; Car Wash, Self 
Service Wash & Quick Lube, Lino 
Lakes, MN 
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GERALD G. DEZELAR 

616 Stewart Avenue 

South St. Paul, MN 55075 
Tel: 651-451-2722 

Fax: 651-451-1460 

E-mail: jdezelar@comcast.net 
Established 1991 


Jerry DeZelar, AIA, CSI 


Firm Personnel by Discipline 


Architectural 1 
Total in Firm 1 
bd Work 96 
Forensic 65 
Housing/Multiple 40 
Specifications 15 


Medical Facilities/Health Care 15 
Residences: 

New/Remodeled/Additions 15 
Restoration/Preservation 10 
Churches/Worship Facilities — 10 
Industrial/Mfg/Warehousing 10 
Education/Academic Bldgs 5 
Office Bldgs/Banks/Financial 5 
The Crossings, Investigation & 
Restoration, Minneapolis, MN; 
Gathering Space - Church of St. 
Charles Borromeo, St. Anthony, 
MN; Parish Activity Center, 
Church of St. John Vianney, South 
St. Paul, MN; Services & Consult- 
ing in: Specifications, Forensic Ar- 
chitecture, Construction Adminis- 
tration, Code Compliance 
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DJR ARCHITECTURE, INC. 

333 Washington Ave. N. Ste 210 
Minneapolis, MN 55401 

Tel: 612-676-2700 

Fax: 612-676-2796 

E-mail: ddovolis@djr-inc.com 
Web: www.djr-inc.com 
Established 1985 


Dean Dovolis, AIA 
Scott Nelson, AIA 
Paula Merrigan, RA 


Continued on next column 


Firm Personnel by Discipline 


Architectural 12 
Both Architect & 

Interior Designer 3 
Administrative 3 
Total in Firm 18 

Work % 
Housing/Multiple 40 
Planning 20 
Residences: 

New/Remodeled/Additions 15 
Retail/Commercial 10 
Office Bldgs/Banks/Financial 10 
Interior Architecture 3 


West River Commons, Minneapolis, 
MN; Twinsville Mixed-Use Develop- 
ment, Minneapolis MN; Payne- 
Phalen Corridor Redevelopment, St. 
Paul, MN; Midwest Machinery 
Lofts, Minneapolis, MN; South Fork 
Shopping Center Renovation, 
Lakeville, MN; Hastings Riverfront 
Development, Hastings, MN 
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DLR GROUP 

9521 West 78th Street 

Minneapolis, MN 55344 

Tel: 952-941-8950 

Fax: 952-941-7965 

E-mail: 
minneapolis@dlrgroup.com 

Web: www.dlrgroup.com 

Established 1966 — 

OtherOffices: 

Chicago, IL; Des Moines, IA; 

Honolulu, HI; Kansas City, MO; 

Milwaukee, WI; Omaha, NE; 

Orlando, FL; Philadelphia, PA; 

Phoenix, AZ; Portland, OR; 

Sacramento, CA; Seattle, WA; 


Griff Davenport, AIA 
Matt Johnson, RA 
George Fantauzza, AIA 
Marlene Evenson, AIA 
Kelly Artz, PE 

Jon Crump, AIA 


Firm Personnel by Discipline 


Architectural 16 
Interior Designer 3 
Engineering 12 
Planner 1 
Other Professional 6 
Other Technical 2 
Administrative 7 
Total in Firm 47 

Work % 
Education/Academic Bldgs 50 
Justice/Correctional 25 
Office Bldgs/Banks/Financial 15 
Retail/Commercial 10 


Scott County Jail and Law Enforce- 
ment Center, Shakopee, MN; 
Anoka-Ramsey Community Col- 
lege, Cambridge Campus Addition, 
Cambridge, MN; Jordan High 
School, Jordan, MN; University of 
Florida Football Stadium Expan- 
sion, Gainsville, FL; Boeing Corpo- 
rate Offices, Seattle, WA, Chicago, 
IL; Overland Park Convention 
Center, Overland Park, KS 


2 
hes 


CHRIS DOEHRMANN 
ARCHITECT INC. 

1500 21st Avenue NW 

New Brighton, MN 55112 

Tel: 651-639-0469 

Fax: 651-639-0469 

E-mail: chris@doehrmann.com 
Web: www.doehrmann.com 
Established 1991 


Chris Doehrmann, AIA 


Firm Personnel by Discipline 


Architectural 1 
Administrative 1 
Total in Firm 2 

Work % 
Residences: 


New/Remodeled/Additions 100 


Thomas Pool Addition, Prior Lake, 
MN; Capecchi Cabin, Mora, MN; 
Wald Residence, Medina, MN; 
Pederson Cabin Addition and Ren- 
ovation, Brainerd, MN; Thomas 
Residence on Agate Lake, Crosby, 
MN; Vayda Residence Addition 
and Renovation, Edina, MN 
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DOMAIN ARCHITECTURE & 
DESIGN 

2748 Hennepin Avenue South 
Minneapolis, MN 55408 

Tel: 612-870-7507 

Fax: 612-870-7509 

E-mail: info@domainarch.com 
Web: www.domainarch.com 
Established 2000 


Deborah Everson, AIA 
Lars Peterssen 


Firm Personnel by Discipline 


Architectural 3 
Administrative 1 
Total in Firm 4 
Work % 

Residences: 
New/Remodeled/Additions 45 
Retail/Commercial 30 
Interior Architecture 25 
Restoration/Preservation 10 
Office Bldgs/Banks/Financial 10 
Housing/Multiple 10 
Planning 5 


Zeno Coffee & Dessert Bar, Up- 
town, Minneapolis, MN; New Res- 
idences - North Shore, Minneapo- 
lis, MN; Home Renovations and 
Additions - various MN locations; 
Multi-tenant office building, Jor- 
dan, MN; Riverbend Resort, 
Caloosahatchee, FL 
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DSGW ARCHITECTS 

2 West First Street, Suite 201 
Duluth, MN 55802 

Tel: 218-727-2626 

Fax: 218-727-7467 

E-mail: rwagner@dsgw.com 
Web: www.dsgw.com 
Established 1938 


Continued on next column 


Other MN Offices: 
Virginia 
218-741-7962 

Lino Lakes 
651-784-7924 
Grand Rapids 
218-326-1819 
John Gerzina, AIA 
Randy Wagner, AIA 
John Scott 

John Geissler 
Rebecca Lewis, AIA 
John Erickson, AIA 
Steve Lanak, ASID 


Firm Personnel by Discipline 


Architectural 24 
Both Architect & 

Interior Designer 1 
Interior Designer IL 
Landscape Architect 3 
Planner 1 
Other Professional 2 
Other Technical 1 
Administrative 4 
Total in Firm 36 

Work 96 
Hospitality 20 
Education/Academic Bldgs 20 
Municipal Buildings 20 
Medical Facilities/Health Care 20 
Interior Architecture 15 
Retail/Commercial 10 
Restoration/Preservation 5 
Office Bldgs/Banks/Financial 5 
Housing/Multiple 5 


Blue Cross Blue Shield Service 
Center, Virginia, MN; St. Lukes 
Hospital Pavillion II Center, Du- 
luth, MN; Fortune Bay Resort & 
Casino, Tower, MN; Grand Rapids 
Middle School, Grand Rapids, 
MN; St. Louis County Public 
Works Center, Duluth, MN; 
Roseau City Center, Roseau, MN 
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DANIEL K. DUFFY 

ARCHITECTS, INC. 

17900 Susan Lane, Suite 100 
Minnetonka, MN 55345 

Tel: 952-541-7888 

Fax: 952-541-6014 

E-mail: duffyarch(emn.rr.com 
Web: www.duffyarchitects.com 
Established 1994 


Daniel K. Duffy, AIA, CID 


Firm Personnel by Discipline 


Both Architect & 

Interior Designer 1 
Other Technical i 
Administrative 1 
Total in Firm 3 

Work 96 


Medical Facilities/Health Care 30 
Residences: 
New/Remodeled/Additions 30 
Interior Architecture 20 
Retail/Commercial 20 


Continued on next column 


Oestenstad Residence, Minneton- 
ka, MN; Carpet King Corporate Of- 
fices, Minneapolis, MN; Brand- 
sness Residence, Minneapolis, MN; 
Blessed Sacrament Church Parish 
Hall Renovation, Sioux City, IA; 
Radiation Oncology, Allina Health 
System, Minneapolis, MN; Cardio- 
vascular Office Relocation, Allina 
Health System, Minneapolis, MN 
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KERMIT DUNCAN ARCHITECT, P.A. 

10953 Isanti Court NE 

Blaine, MN 55449 

Tel: 612-685-3030 

Fax: 763-783-4553 

E-mail: kermit.duncan.nd78@ 
alumni.nd.edu 

Established 1996 


Kermit E. Duncan, AIA, CSI, CCCA 
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E DESIGN 

1422 West Lake Street #300 
Minneapolis, MN 55408 

Tel: 612-822-1211 

Fax: 612-822-1006 

E-mail: info@edesign-interiors.com 
Web: www.edesign-interiors.com 
Established 1988 


Debora Emert, CID 
Claudia Reichert, CID 
Richard Sutton, AIA, CID 
Scott Hierlinger 


Firm Personnel by Discipline 


Both Architect & 

Interior Designer 1 
Interior Designer 10 
Administrative 2 
Total in Firm 13 

Work 96 
Interior Architecture 95 
Office Bldgs/Banks/Financial 70 
Retail/Commercial 15 
Municipal Buildings 5 


Medical Facilities/Health Care 5 
Residences: 
New/Remodeled/Additions 5 


KFAN The Restaurant, Roseville, 
MN; Hudson Health Campus, inte- 
riors, Hudson, WI; HealthPartners 
Corporate Headquarters, Bloom- 
ington, MN ; The St. Paul Service 
Center, Dallas, TX; Hennepin 
County Brookdale Regional Cen- 
ter, Brooklyn Center, MN; Great 
Wall Remodel, Minneapolis, MN 
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ELLERBE BECKET, INC. 

800 LaSalle Avenue 
Minneapolis, MN 55402 

Tel: 612-376-2000 

Fax: 612-376-2271 

E-mail: info@ellerbebecket.com 
Web: www.ellerbebecket.com 
Established 1909 


Other Offices: 

Dubai, UAE; Greenville, SC; 
Kansas City, MO; San Francisco, 
CA; Washington, D.C. 


Continued on next column 


Fred Richter, AIA 
Jon Buggy, AIA 
John Waugh, AIA 
Rick Lincicome, AIA 
Wendy Fimon 

Jeff Frush, AIA 


Firm Personnel by Discipline 


Architectural 140 
Both Architect & 

Interior Designer 10 
Interior Designer 30 
Engineering 85 
Landscape Architect 5 
Planner 10 
Other Professional 15 
Other Technical 15 
Administrative 40 
Total in Firm 350 

Work % 
Medical Facilities/Health Care 40 
Recreational/Sports/ 

Athletic Facilities 25 
Interior Architecture 10 
Restoration/Preservation 10 
Office Bldgs/Banks/Financial 10 
Planning 5 
Education/Academic Bldgs 5 
Municipal Buildings 5 
Retail/Commercial 5 


US Bank Relocation, Minneapolis 
MN; Mayo Clinic, Leslie & Susan 
Gonda Building, Rochester, MN; 
Samsung Medical Center, Seoul, 
Korea; Lambeau Field Renovation, 
Green Bay, WI; School of Manage- 
ment, University of California, 
San Diego, CA; Moyer Student 
Union Renovation, University of 
Nevada, Las Vegas, NV 
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ELLIOT ARCHITECTS 

108 Walnut Street 

Hudson, WI 54016 

Tel: 715-386-8303, or 
651-436-3833 

Fax: 715-386-2589 

E-mail: 
contact@elliotarchitects.com 
Web: www.elliotarchitects.com 
Established 1982 


Elliot M. Anderson, AIA 


Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 5 
Work % 


Churches/Worship Facilities — 50 


Office Bldgs/Banks/Financial 20 
Housing/Multiple 20 
Residences: 


New/Remodeled/Additions 10 
Christian Community Home, 
Hudson, WI; Peace Lutheran 
Church, Baldwin, WI; St. Croix 
Valley United Methodist Church, 
Lakeland, MN; First Presbyterian 
Church, Hudson, WI; Resource 
Logistics Corporate Office, Hud- 
son, WI; Sajan Corporate Office & 
Campus, River Falls, WI 
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ELNESS SWENSON GRAHAM 
ARCHITECTS, INC. 

500 Washington Avenue South 
Suite 1080 

Minneapolis, MN 55415 

Tel: 612-339-5508 

Fax: 612-339-5382 

Web: www.esgarch.com 
Established 1973 


Mark G. Swenson, AIA 
David L. Graham, AIA 
Khosrow Rezai, AIA 
Dennis Sutliff, AIA 
Paul Mittendorff, AIA 


Firm Personnel by Discipline 


Architectural 59 
Interior Designer 1 
Other Technical 2 
Administrative 11 
Total in Firm 73 
Work % 
Housing/Multiple 50 
Entertainment/Hospitality 15 
Mixed-Use 15 
Senior Housing/Living/ 
Health Care 10 
Interior Architecture 5 


Excelsior and Grand Mixed-Use; 
The Village at St. Anthony; Mil- 
waukee Road Depot; 310 Ken- 
wood Condominiums; Texas 
A&M Student Housing; Ramsey 
Town Center; 
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ENGAN ASSOCIATES, P.A. 
311 4th Street SW 

Willmar, MN 56201 

Tel: 320-235-0860 

Fax: 320-235-0861 

E-mail: rengan@engan.com 
Web: www.engan.com 
Established 1979 


Richard P. Engan, AIA, CID, CSI 


Firm Personnel by Discipline 


Architectural 6 
Interior Designer 1 
Engineering 3 
Administrative 4 
Total in Firm 14 

Work % 
Medical Facilities/Health Care 60 
Interior Architecture 10 
Restoration/Preservation 10 
Municipal Buildings 10 


Churches/Worship Facilities 10 
Office Bldgs/Banks/Financial 10 
Education/Academic Bldgs 3 
Industrial/Mfg/Warehousing 5 
Sleepy Eye Hospital Addition/Re- 
model, Sleepy Eye, MN; Project 
Turnabout, Granite Falls, MN; New 
Hope Lutheran Church, Comfrey, 
MN; Minnwest Banks, Or- 
tonville/Montevideo, MN; Com- 
frey City Hall, Fire Hall, Communi- 
ty Center & Post Office, Comfrey, 
MN; University of Minnesota - 
Morris, Life Safety, Morris, MN 
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DELANO ERICKSON ARCHITECTS 
10700 Highway 55, Suite 308 
Plymouth, MN 55441 

Tel: 763-544-8370 

E-mail: dearchitects@qwest.net 
Established 1982 


Delano Erickson, AIA 


Firm Personnel by Discipline 


Architectural 1 
Other Technical 5 
Administrative 5 
Total in Firm 2 

Work % 
Recreational Buildings 40 


Office Bldgs/Banks/Financial 30 
Industrial/Mfg/Warehousing 20 
Municipal Buildings 10 
Interior Architecture 5 
City Center Professional Building, 
Plymouth, MN; Richfield Ice Are- 
na Addition, Richfield, MN; Ply- 
mouth Creek Center, Plymouth, 
MN; Purgatory Creek & Miller 
Park Buildings, Eden Prairie, MN; 
Sumner Park Building, Minneapo- 
lis, MN; Apothecary Products 
Inc.World Headquarters, 
Burnsville, MN 


>, 
«* 


FACILITY PLANNING 
SERVICES, INC. 

24599 Morgan Avenue 
Chisago City, MN 55013 
Tel: 651-257-2803 

Fax: 651-257-6362 

E-mail: lammersj@aol.com 
Established 1995 


James I. Lammers, FAIA 
Work % 


Healthcare Planning 100 


Abbott Northwestern Hospital, 
Minneapolis, MN; lowa Heart 
Center, West Des Moines, IA; 
Meeker County Memorial Hospi- 
tal, Litchfield, MN; Phillips Eye In- 
stitute, Minneapolis, MN; Stevens 
Community Medical Center, 
Morris, MN; Unity Hospital, Frid- 
ley, MN 


“se 


THE FAHLGUYS, P.A. 
320 11th Street South 
Benson, MN 56215 

Tel: 320-843-2778 

Fax: 320-843-2778 
E-mail: gfahl@charter.net 
Established 2003 


Gary W. Fahl, AIA 


Continued on next column 


Work % 
Residences: 
New/Remodeled/Additions 25 
Churches/Worship Facilities — 20 
Medical Facilities/Health Care 20 


Retail/Commercial 10 
Office Bldgs/Banks/Financial 10 
Municipal Buildings 5 
Industrial/Mfg/Warehousing — 5 
Housing/Multiple 5 


Swift County-Benson Hospital, 
Benson, MN; Claussen Lake 
Home, Lake Minnewaska, MN; 
Hilleren Residence, Benson, MN; 
Danvers State Bank, Benson, MN; 
Benson Family Dental & Eyecare 
Clinic, Benson, MN; Pequot Lakes 
Baptist Church, Pequot Lakes, MN 


$, 
~~ 


EDWARD FARR ARCHITECTS INC. 
7710 Golden Triangle Drive 
Eden Prairie, MN 55344 

Tel: 952-943-9660 

Fax: 952-943-9665 

E-mail: info@edfarrarch.com 
Web: www.edfarrarch.com 
Established 1991 


Edward A. Farr, AIA 


Firm Personnel by Discipline 


Architectural 1 
Both Architect & 

Interior Designer 2 
Interior Designer 1 
Other Technical 3 
Administrative 1 
Total in Firm 8 

Work % 
Interior Architecture 35 


Office Bldgs/Banks/Financial 35 
Industrial/Mfg/Warehousing 30 


8000 Tower at Normandale Lake 
Office Park, Bloomington, MN; 
10400 Southwest Crossing Office 
Building, Eden Prairie, MN; 
Whitewater Office Center Remod- 
el, Minnetonka, MN; Brinks Re- 
gional Facility, Chicago, IL; Carl 
Zeiss IMT Regional Facility, Maple 
Grove, MN; Schwans Corporate 
Offices and Test Kitchen, Bloom- 
ington, MN 


~~ 


FINN-DANIELS ARCHITECTS 
2145 Ford Parkway #201 

St. Paul, MN 55116 

Tel: 651-690-5525 

Fax: 651-690-5545 

E-mail: fda@finn-daniels.com 
Web: www.finn-daniels.com 
Established 1984 

Mark Finnemann, AIA 
Daniel Dege, AIA 

Scott Wiestling 

Drew Magnuson 


Firm Personnel by Discipline 


Architectural 12 
Both Architect & 

Interior Designer 1 
Administrative 1 
Total in Firm 14 


Continued on next column 


Work % 


Office Bldgs/Banks/Financial 40 
Retail/Commercial 30 
Housing/Multiple 30 


Willow Lake Office Condomini- 
ums, Vadnais Heights, MN; CU 
Companies, New Brighton, MN; 
Escape, Minneapolis, MN; Muska 
Lighting, St. Paul, MN; Northtown 
Crossings, Coon Rapids, MN; 
Christopher & Banks, Nationwide 


e. 
hed 


RICHARD FISCHER ARCHITECTS 

3475 Willow Lake Blvd. 

Vadnais Heights, MN 55110 

Tel: 651-766-7554 

Fax: 651-789-1059 

E-mail: 
rfarchitects@worldnet.att.net 

Established 1999 


Richard W. Fischer, AIA 


Gunner's Office Building, 
Willernie, MN; Mathews Resi- 
dence, White Bear Lake, MN; Nel- 
son Recreation Center, Lake 
Geneva, WI; Church of Latter-Day 
Saints, Pine City, MN; Acorn 
Mini-Storage, Maplewood, MN; 
Orchard Lake Professional Build- 
ing, Lakeville, MN 


ef 


JAMES FORBERG 
ARCHITECTS, LTD. 

17675 Market Avenue 

Belle Plaine, MN 56011 

Tel: 952-466-2234 

Fax: 952-466-2796 

E-mail: jfarchitects@aol.com 
Established 1985 


James Forberg, AIA, CSI 


Firm Personnel by Discipline 


Architectural 1 
Administrative 1 
Total in Firm 2 

Work % 
Restoration/Preservation 80 
Municipal Buildings 20 


Roofing and window system re- 
placement projects for various 
Hennepin County Buildings; Fa- 
cility Preservation Surveys at vari- 
ous Hennepin County Buildings; 
Exterior Wall Retrofit, Environ- 
mental Services Building, Hen- 
nepin County, MN; Exterior and 
Interior Remodeling at Park Board 
Community Centers 


e. 
Sd 


FORMATION ARCHITECTS INC. 

275 Market Street, Suite 447 

Minneapolis, MN 55405 

Tel: 612-332-4790 

Fax: 612-343-4609 

E-mail: formationarchitects@ 
hotmail.com 

Web: 
www.formationarchitects.com 

Established 1992 


James McNeal, AIA, ASID 


Firm Personnel by Discipline 


Architectural 1 
Both Architect & 

Interior Designer 1 
Administrative 1 
Total in Firm 3 

Work 96 
Residences: 

New/Remodeled/Additions 75 
Interior Architecture 10 
Retail/Commercial 5 
Office Bldgs/Banks/Financial — 5 
Housing/Multiple 5 


Lundstrom Residence, Northfield, 
MN; Hicks Residence, Mound, 
MN; Elwood Residence, Min- 
neapolis, MN; Haughey Resi- 
dence, Plymouth, MN; Custom 
Home, Boyer Building Corp, Inde- 
pendence, MN; Dolan Residence, 
Deephaven, MN 


FOSS ASSOCIATES, INC. 

810 1st Avenue North 

Fargo, ND 58102 

Tel: 701-282-5505 

E-mail: info@fossassociates.com 
Web: www.fossassociates.com 
Established 1898 


Other MN Offices: 
Moorhead 
218-236-1202 
Breckenridge 
218-641-4300 


Rick Hoganson, AIA, CID 
Robert Ames, AIA 
Joel Davy, AIA 


Firm Personnel by Discipline 


Architectural 10 
Both Architect & 

Interior Designer 1 
Interior Designer 1 
Other Professional 1 
Other Technical 2 
Administrative 2 
Total in Firm 17 


Work % 
Education/Academic Bldgs 40 
Medical Facilities/Health Care 40 


Municipal Buildings 10 
Churches/Worship Facilities 5 
Housing/Multiple 5 


Continued on next column 


Douglas County Hospital, OR Ex- 
pansion, Alexandria, MN; Fargo 
Civic Memorial Auditorium, Far- 
go, ND; Waubun Ogema Schools, 
Waubun, Ogema, MN; VA Med- 
ical Center Primary Care, St. 
Cloud, MN; Hagen Hall Science 
Lab, Moorhead, MN; Center for 
Nano-scale Science and Engineer- 
ing, Fargo, ND 


heod 


THE FOUNDATION ARCHITECTS/ 
CONSULTANTS P.A. 

212 Third Avenue North, Ste 460 
Minneapolis, MN 55401 

Tel: 612-340-5430 

Fax: 612-340-5431 

E-mail: info@foundationarch.com 
Web: www.foundationarch.com 
Established 1994 


Robert A. Shaffer, AIA 


Firm Personnel by Discipline 


Architectural 3 
Total in Firm 3 
Work % 

Residences: 
New/Remodeled/Additions 60 
Retail/Commercial 20 


Education/Academic Bldgs 10 
Office Bldgs/Banks/Financial 10 


Lavin Residence, Edina, MN; 
Schmidt Residence, Alexandria, 
MN; Lundberg Residence, St. 
Louis Park, MN; Trenchtown En- 
terprises Headquarter Offices, 
Minneapolis, MN; Greeley Resi- 
dence, Edina, MN; North Clinic 
Expansion, Osseo, MN 


D 


FREEMANWHITE, INC. 

10400 Viking Drive 

Minneapolis, MN 55344 

Tel: 952-941-4455 

Fax: 952-942-8145 

E-mail: 
jturner@freemanwhite.com 

Web: www.freemanwhite.com 

Established 1892 


Other Offices: 

Charlotte, NC; Raleigh, NC 
Jerry Turner, AIA 

Frank Brooks, AIA 

Jon Huddy, AIA 

Mark Furgeson, AIA 

Alan Baldwin, AIA 


Firm Personnel by Discipline 


Architectural 2 
Other Technical 1 
Administrative 1 
Total in Firm 4 

Work % 


Medical Facilities/Health Care 95 
Senior Housing/Living/ 
Health Care 5 


Continued on next column 


Hennepin Faculty Associates, Life 
Diagnostics Imaging, Minneapo- 
lis, MN; University of Wisconsin 
Hospital & Clinics, Emergency 
Dept., Madison, WI; Via Christi 
Regional Med. Ctr., Master Plan- 
ning/Emergency Dept., Wichita, 
KS; The Finley Hospital, Facility 
Master Plan, Dubuque, IA; Gut- 
tenberg Municipal Hospital, Mas- 
ter Plan, Guttenberg, IA; Inter- 
Lakes Health, Facility Master Plan, 
Ticonderoga, NY 


7 
~~ 


FRIEDELL ARCHITECTS AND 

BUILDERS 

2238 Edgewood Avenue South 

St. Louis Park, MN 55426 

Tel: 952-548-7000 

Fax: 952-548-7010 

E-mail: 
info@architectsbuilders.com 

Web: www.architectsbuilders.com 

Established 1979 


Mark Gunstad, AIA 
Roger Friedell 


Firm Personnel by Discipline 


Architectural 2 
Other Professional 2 
Administrative 1 
Total in Firm 5 
Work 96 

Residences: 
New/Remodeled/Additions 85 
Retail/Commercial 10 
Restoration/Preservation 5 


Mendez & Eckhart Residence, St. 
Paul, MN; Rodgers Residence, Min- 
netonka Beach, MN; Milbrath Resi- 
dence, West Lakeland Township, 
MN; Duff Residence, Minneapolis, 
MN; Jorstad Residence, Golden 
Valley, MN; Pentelovitch & Fischer 
Residence, Minneapolis, MN 


7 
~~ 


FRISBIE ARCHITECTS, INC. 

215 North 2nd Street, #204 

River Falls, WI 54022 

Tel: 715-426-4908 

Fax: 715-426-5886 

E-mail: info@frisbiearchitects.com 
Web: www.frisbiearchitects.com 
Established 1997 


Mathew J. Frisbie, AIA 


Firm Personnel by Discipline 


Architectural 2 
Administrative 2 
Total in Firm 4 

Work % 


Churches/Worship Facilities — 40 
Office Bldgs/Banks/Financial 40 


Continued on next column 


United Methodist Church of River 
Falls, Addition & Remodel, River 
Falls, WI; S & C Bank, River Falls, 
WI; Lake Harriet United 
Methodist Church Remodel, Min- 
neapolis, MN; River Center Profes- 
sional Building, River Falls, WI; 
Comforts of Home Senior Hous- 
ing, Frederic, WI; River Falls Pub- 
lic Library, Lower Level art gallery 
& meeting room, River Falls, WI 


+, 
~~ 


GALLAGHER ARCHITECTS 

3609 Gettysburg Avenue North 
New Hope, MN 55427 

Tel: 763-542-8259 

Fax: 763-546-9396 

Established 1981 


Dan Gallagher, AIA, CID 

Work % 
Churches/Worship Facilities — 50 
Office Bldgs/Banks/Financial 40 
Restoration/Preservation 10 
Industrial/Mfg/Warehousing 10 
St. Victoria Parish Family Catholic 
Church, Victoria, MN; Banner En- 
gineering Corp. R & D Building, 
Plymouth, MN; Gearty-Delmore 
Funeral Chapel, Plymouth, MN; 
Malt-O-Meal Company R & D Of- 
fice Building, Northfield, MN; The 
Lutheran Church of St. Philip the 
Deacon, Plymouth, MN; St. Vin- 
cent de Paul Catholic Church, 
Brooklyn Park, MN; 


«* 


ROBERT GERLOFF RESIDENTIAL 
ARCHITECTS 
4007 Sheridan Avenue South 
Minneapolis, MN 55410 
Tel: 612-927-5913 
Fax: 612-927-7301 
E-mail: rgerloff@residential 
architects.com 
Web: 
www. residentialarchitects.com 
Established 1994 


Robert Gerloff, AIA 


Firm Personnel by Discipline 


Architectural 2 
Total in Firm 2 

Work 96 
Residences: 


New/Remodeled/Additions 100 
Jolitz Residence, North Oaks, MN; 
Baird Residence, Galena, IL; 
Quaintance/Sullivan Remodeling, 
Minneapolis, MN; Northenscold 
Remodeling, Plymouth, MN; 
Kempf/Lamb Remodeling, St. 
Louis Park, MN; Hamel/Snapp Re- 
modeling, St. Paul, MN 
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7 
~~ 


GROOTERS LEAPALDT TIDEMAN 
ARCHITECTS (GLTA) 

808 Courthouse Square 

St. Cloud, MN 56303 

Tel: 320-252-3740 

Fax: 320-255-0683 

E-mail: jleapaldt@gltarchitects.com 
Web: www. gltarchitects.com 
Established 1976 


Other MN Offices: 
Newport 
651-459-9566 


David Leapaldt, AIA, CID 
Daniel Tideman, AIA, CID 
Steve Paasch, AIA, CID 
John Frischmann, AIA 


Firm Personnel by Discipline 


Architectural 7 
Both Architect & 

Interior Designer 4 
Other Technical 2 
Administrative 5 
Total in Firm 18 

Work % 
Senior Housing/Living/ 

Health Care 35 
Education/Academic Bldgs 30 
Municipal Buildings 20 
Housing/Multiple 10 


Industrial/Mfg/Warehousing 5 
Birchwood Healthcare Center (Se- 
nior Housing), Forest Lake, MN; 
Grand Village (Nursing Home), 
Grand Rapids, MN; Cathedral 
High School Master Planning, St. 
Cloud, MN; St. Cloud State Uni- 
versity, Centennial Hall, St. Cloud, 
MN; Loras College, New Apart- 
ments, Dubuque, IA; Creative 
Memories Manufacturing, Distrib- 
ution Center, St. Cloud, MN 


GROUP II ARCHITECTS PA 

104 West Redwood Street 
Marshall, MN 56258 

Tel: 507-537-1511 

Fax: 507-537-1512 

Web: www.group2architects.com 
Established 1979 


Other Offices: 
Sioux Falls, SD 


Ronald Halgerson, AIA 
Paul Boerboom, AIA 
Jerry Lindberg, AIA 


Firm Personnel by Discipline 


Architectural 4 
Other Professional 1 
Other Technical 4 
Administrative 4 
Total in Firm 13 
m Work 96 
Education/Academic Bldgs 25 
Churches/Worship Facilities — 20 
Medical Facilities/Health Care 20 
Corrections/Justice 10 
Municipal Buildings 10 
Office Bldgs/Banks/Financial 10 
Housing/Multiple $ 


Continued on next column 
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Augustana Arts Center, Sioux 
Falls, SD; Minneota Public School, 
Minneota, MN; First Lutheran 
Church, Marshall, MN; Caille 
Branch Library, Sioux Falls, SD; 
Granite Falls Hospital, Granite 
Falls, MN; Weiner Memorial Med- 
ical Center, Marshall, MN 


* 
hS 


Hz ARCHITECTURE, INC. 

1410A Sylvan Street 

St. Paul, MN 55117 

Tel: 651-487-6446 

Fax: 651-487-6447 

E-mail: 
mhuber@h2architecture.com 

Web: www.h2architecture.com 

Established 2000 


Michael Huber, AIA 

Dave Heller, AIA 

Firm Personnel by Discipline 
Architectural 

Total in Firm 


3 
3 


Work 96 

Education/Academic Bldgs 25 
Churches/Worship Facilities — 25 
Residences: 

New/Remodeled/Additions 25 
Municipal Buildings 10 
Office Bldgs/Banks/Financial 10 
Retail/Commercial 5 
St. John's of Little Canada Parish 
Center, Little Canada, MN; Mount 
Bethel United Methodist Church, 
Inver Grove Heights, MN; I.B.E.W. 
110 Federal Credit Union, St. Paul, 
MN; Frattalone Excavating & 
Grading Office Building, Little 
Canada, MN; Camp Kingswood, 
Mound, MN; Stattine Residence, 
Edina, MN 


Sd 


HABITAT ARCHITECTURE INC. 

7625 Golden Triangle Drive, Ste K 

Eden Prairie, MN 55344 

Tel: 952-946-9700 

Fax: 952-946-9701 

E-mail: 
hamid@habitatarchitecture.com 

Web: 
www.habitatarchitecture.com 

Established 1991 


Hamid M. Kashani, AIA 


Work % 

Residences: 
New/Remodeled/Additions 60 
Housing/Multiple 30 
Interior Architecture 20 


Office Bldgs/Banks/Financial 10 


Wallin Residence, Lake Johanna, 
Arden Hills, MN; Babcic Residence 
Remodel & Addition, Lake Min- 
netonka, MN; Bakhtiari Cabin, 
Lake Stergeon, MN; Manley Resi- 
dence, Inver Grove Heights, MN; 
Faye Residence, Dakar, Senegal; 
C.C.R. Office Building, Eden 
Prairie, MN 


7 
he d 


HAGEMEISTER & MACK 
ARCHITECTS 

501 West St. Germain Street 
Suite 200 

St. Cloud, MN 56301 

Tel: 320-251-9155 

Fax: 320-251-4919 

E-mail: hmack@hmarch.com 
Web: www.hmarch.com 
Established 1988 


Murray A. Mack, AIA 


Firm Personnel by Discipline 


Architectural 8 
Administrative 2 
Total in Firm 10 

Work 96 
Churches/Worship Facilities — 25 
Housing/Multiple 25 
Education/Academic Bldgs 15 
Municipal Buildings 1$ 


Office Bldgs/Banks/Financial 10 
Industrial/Mfg/Warehousing — 5 
Retail/Commercial 5 
St. John's Lutheran Church, An- 
nandale, MN; Sacred Heart 
Catholic Church, Sauk Rapids, 
MN; MN Business Finance Corp. 
Offices, St. Cloud, MN; Broadway 
Court Senior Housing, Robbins- 
dale, MN; The Preserve at Com- 
merce Housing, Rogers, MN; St. 
Cloud State University 
Football/Soccer Stadium and Stu- 
dent Recreation Center Complex, 
St. Cloud, MN 


7 
hesa 


HAGEN CHRISTENSEN & 
MCILWAIN ARCHITECTS P.A. 

212 Third Avenue North, Ste 350 
Minneapolis, MN 55401 

Tel: 612-904-1332 

Fax: 612-904-7366 

Web: www.hcmarchitects.com 
Established 1998 


Jerry Hagen, AIA 
Roger Christensen, AIA 
Tim Mcllwain, AIA 


Firm Personnel by Discipline 


Architectural 7 
Other Technical 1 
Administrative i 
Total in Firm 9 

Work % 
Municipal Buildings 30 
Industrial/Mfg/Warehousing 30 
Office Bldgs/Banks/Financial 20 


Retail/Commercial 10 
Education/Academic Bldgs 3 
Residences: 
New/Remodeled/Additions 5 
Research & Development Facility, 
Boston Scientific, Maple Grove, 
MN; Oxboro Community Library, 
Bloomington, MN; Vadnais-Snail 
Lake Regional Park, Sucker Lake Fa- 
cilities; Polaris Industries, Research 
& Development facility, Roseau, 
MN; Lake Carlos State Park facili- 
ties, Alexandria, MN; City of Min- 
neapolis Water Works, Shop & 
Maintenance facility, Fridley, MN 


2, 
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KAI DAVID HALLER ARCHITECTS 
3328 Yosemite Avenue South 
St. Louis Park, MN 55416 

Tel: 952-926-5752 

Fax: 952-926-5752 

E-mail: khaller@mn.rr.com 
Established 2004 


Kai David Haller, AIA 


s. 
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HAMMEL, GREEN AND 
ABRAHAMSON, INC. 

701 Washington Avenue North 
Minneapolis, MN 55401 

Tel: 612-758-4000 

Fax: 612-758-4199 

E-mail: info@hga.com 

Web: www.hga.com 
Established 1953 


Other MN Offices: 
Rochester 
507-281-8600 


Other Offices: 
Milwaukee, WI; Sacramento, CA; 
Los Angeles, CA; San Francisco, CA 


Daniel Avchen, FAIA 
Stephen Fiskum, AIA 
Anita Barnett, FIIDA 
Gary Nyberg, AIA 
Gary Reetz, AIA 
Leigh Harrison, PE 


Firm Personnel by Discipline 


Architectural 222 
Interior Designer 28 
Engineering 99 
Landscape Architect 5 
Planner 3 
Other Professional 23 
Other Technical 44 
Administrative 68 
Total in Firm 492 

Work % 


Medical Facilities/Health Care 45 
Office Bldgs/Banks/Financial 25 
Education/Academic Bldgs 10 
Museums/Theaters/Art Facilities 10 
Municipal Buildings 5 
Churches/Worship Facilities 5 
Industrial/Mfg/Warehousing 5 
Planning 5 
Interior Architecture 5 


General Mills Headquarters Ex- 
pansion, Golden Valley, MN; 3M, 
St. Paul, MN; The Community 
Medical Center of the Woodlands, 
Houston, TX; Walker Art Center, 
expansion, Minneapolis, MN; 
United Theological Seminary, 
Bigelow Chapel, St. Paul, MN; Cal- 
ifornia State University-North- 
bridge, Performing Arts Center, 
Northridge, CA 


*. 
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HARRISS ARCHITECTS, INC. 

331 Second Avenue North, Ste 200 
Minneapolis, MN 55401 

Tel: 612-339-2190 

Fax: 612-339-4783 

E-mail: info@harrissarchitects.com 
Web: www.harrissarchitects.com 
Established 1993 


John Harriss, AIA 


Firm Personnel by Discipline 


Architectural 5 
Administrative 1 
Total in Firm 6 

Work 96 
Education/Academic Bldgs 40 
Housing/Multiple 20 
Medical Facilities/Health Care 15 
Retail/Commercial 15 
Planning 10 


Holyoke Community Charter 
School, Holyoke, MA; Oxford Hill 
Condominiums, St. Paul, MN; 
Kowalski's Stores, Minneapolis, 
MN; Fairview Lakeville Clinic, 
Lakeville, MN; H.S.I. Building, 
Cottage Grove, MN; International 
School of Minnesota, Admin. 
Building, Eden Prairie, MN 


—X* 


HAUGEN ARCHITECTURE, INC. 
13 Washington Avenue West 
Hutchinson, MN 55350 

Tel: 320-587-6074 

Fax: 320-587-6074 

E-mail: haugenar@hutchtel.com 
Established 2001 


James Haugen, AIA 


Firm Personnel by Discipline 


Architectural 1 
Administrative 1 
Total in Firm 2 

Work 96 
Industrial/Mfg/Warehousing 30 
Retail/Commercial 15 
Office Bldgs/Banks/Financial 15 
Restoration/Preservation 10 
Education/Academic Bldgs 10 
Municipal Buildings 10 
Planning 5 


Churches/Worship Facilities 5 
Southwest Minnesota Foundation 
office, Hutchinson, MN; Do- 
bratz/Hantge Funeral Chapel, 
Hutchinson, MN; Birchwood Hos- 
pice Home, Hutchinson, MN; 
Boys Ranch Residence, Cokato, 
MN; Waverly Liquor Store Addi- 
tion, Waverly, MN; Hutchinson 
Utilities Commission, building re- 
modeling, Hutchinson, MN 


+, 
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DAVID HEIDE DESIGN, LLC 

301 4th Avenue South, Suite 663 
Minneapolis, MN 55415 

Tel: 612-337-5060 

Fax: 612-337-5059 

E-mail: info@dhdstudio.com 
Web: www.dhdstudio.com 
Established 1997 


Continued on next column 


Other MN Offices: 
Wolverton 
218-995-2878 


David C. Heide, Assoc. AIA 
Mark E. Nelson, AIA 


Firm Personnel by Discipline 


Architectural 4 
Both Architect & 

Interior Designer 1 
Administrative il 
Total in Firm 6 

Work 96 
Residences: 


New/Remodeled/Additions 100 
Restoration/Preservation 50 
Crocus Hill Residence, Remodel- 
ing & Interiors, St. Paul, MN; Peli- 
can Lake Cottage, Pelican Lake, 
Western MN; Townhouse Remod- 
eling, Historic Riverfront, Min- 
neapolis, MN; Rosewood Resi- 
dence, Addition & Remodeling, 
Fargo, ND; Summit Avenue Resi- 
dence, Period Interior Restoration, 
St. Paul, MN; Townhouse Restora- 
tion, South 9th Street Historic Dis- 
trict, Minneapolis, MN 


hed 


STEFAN HELGESON 
ASSOCIATES, LLC 
3609 West 55th Street 
Edina, MN 55410 

Tel: 952-925-3799 
Fax: 952-925-3447 
E-mail: stefan@sha.bz 
Web: www.sha.bz 
Established 1979 


Stefan D. Helgeson, AIA, ASLA 


Firm Personnel by Discipline 


Architectural 2 
Landscape Architect 1 
Other Technical 1 
Administrative 1 
Total in Firm 5 

Work % 
Retail/Commercial 25 


Office Bldgs/Banks/Financial 25 
Interior Architecture 

Restoration/Preservation 
Aviation 10 
Urban Design/Land/Planning 10 
Education/Academic Bldgs 10 
Municipal Buildings 10 
Housing/Multiple 10 


Northeast Minneapolis Superior 
Plating Mixed-Use Redevelop- 
ment, Minneapolis, MN; South- 
dale YMCA Expansion Feasibility 
Study and YMCA/Tri-City Com- 
munity Skatepark, Edina, MN; 
Mankato Heights Plaza Retail Cen- 
ter, Mankato, MN; AB Flight Ser- 
vices Fixed Base Operation Facili- 
ty, New Richmond, WI; Mickman 
Brothers Garden Center and 
Warehouse, Ham Lake, MN; 
Phalen Corridor Development 
Strategy - Connecting Land Use 
and Design to a Community Eco- 
nomic Vision, St. Paul, MN 
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WILLIAM HENNEMUTH 
ARCHITECTS, LTD. 

7300 France Avenue South 
Minneapolis, MN 55435 
Tel: 952-832-5882 

Fax: 952-832-5883 
Established 1988 


William H. Hennemuth, AIA 
Firm Personnel by Discipline 
Architectural 1 
Administrative 5 
Total in Firm 1.5 
Work 96 
Industrial/Mfg/Warehousing 35 
Municipal Buildings 30 
Education/Academic Bldgs 25 
Office Bldgs/Banks/Financial — 5 
Residences: 
New/Remodeled/Additions — 5 
Buildings, Wastewater Treatment 
Facility, North Branch, MN; Waite 
Park Community School Modifi- 
cations, Minneapolis, MN; Peak 
Alert Generation Facility, West 
Group, Eagan, MN; Wellhouse #4, 
St. Louis Park, MN; Parish Activity 
Center Expansion, Our Lady of 
the Lake Catholic Church, 
Mound, MN; Fairview Southdale 
Physicians Building and Parking 
Ramp Expansion, Edina, MN 


bd 


HIRST DESIGN 

111 Ridge Drive 

Brainerd, MN 56401 

Tel: 218-820-7030 

E-mail: 
info@designmybuilding.com 

Web: 
www.designmybuilding.com 

Established 2002 


Paul M. Hirst, AIA 


Work % 

Churches/Worship Facilities 40 
Residences: 

New/Remodeled/Additions 40 

Miscellaneous 20 


Church of Jesus Christ of Latter 
Day Saints, Various Locations; Pri- 
vate Residence, Lake Shore, MN 
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HOKANSON/LUNNING/WENDE 
ASSOCIATES, INC. 

275 East 4th Street, Suite 620 
St. Paul, MN 55101 

Tel: 651-221-0915 

Fax: 651-222-6259 

E-mail: contact@hlwai.com 
Web: www.hlwai.com 
Established 1983 

Robert Lunning 

Scottt Wende, AIA 


Continued on next column 


Firm Personnel by Discipline 


Architectural 4 
Other Professional 1 
Administrative 1.5 
Total in Firm 6.5 

Work 96 
Planning 25 
Education/Academic Bldgs 25 
Housing/Multiple 20 
Interior Architecture 10 
Retail/Commercial 10 
Residences: 


New/Remodeled/Additions 10 


Achieve Language Academy, St. 
Paul, MN; Inver Hills Community 
College, masterplan, Inver Grove 
Heights, MN; Elliot Park Neigh- 
borhood Plan, Minneapolis, MN; 
St. Paul Public Housing Agency, 
Central Duplex Modernization, St. 
Paul, MN; Offices for MN Partner- 
ship for Action Against Tobacco, 
Minneapolis, MN 


-* 


HOLABIRD & ROOT LLC 

400 South Broadway 

Rochester, MN 55904 

Tel: 507-288-8088 

Fax: 507-288-7311 

E-mail: rochester@holabird.com 
Web: www.holabird.com 
Established 1990 


Other Offices: 
Chicago, IL 


Gregory B. Cook, AIA 
Jeff Case, AIA 

Frank Castelli, AIA 
James Baird, AIA 


Firm Personnel by Discipline 


Architectural 30 
Interior Designer 6 
Engineering 16 
Other Technical 2 
Administrative 12 
Total in Firm 66 

Work 96 
Education/Academic Bldgs 60 
Municipal Buildings 10 
Office Bldgs/Banks/Financial 10 
Planning 5 
Interior Architecture 3 
Restoration/Preservation 5 
Churches/Worship Facilities 5 
Housing/Multiple 5 


St. Olaf College New Science Cen- 
ter, Northfield, MN; Salvation 
Army Facilities Master Plan, 
Rochester, MN; Elgin-Millville 
Community Schools Facility As- 
sessment, Elgin, MN; Winona 
State University Maxwell Hall 
Conferencing Center, Winona, 
MN; Central College Vermeer Sci- 
ence Center Renovation and Ad- 
dition, Pella, IA; IBM Mid America 
Employees Federal Credit Union, 
Rochester, MN 
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HORTY ELVING 

505 East Grant Street 
Minneapolis, MN 55404-1490 
Tel: 612-332-4422 

Fax: 612-344-1282 

E-mail: info@hortyelving.com 
Web: www.hortyelving.com 
Established 1955 


Thomas Horty, FAIA 

James C. Elving, PE 

Leo Monster, Assoc. AIA 
Barbara Kassanchuk 

Rick Moore, AIA 

Dan Williamson, Assoc. AIA 


Firm Personnel by Discipline 


Architectural 9 
Interior Designer 3 
Engineering 3 
Planner 1 
Other Professional 6 
Other Technical 4 
Administrative 4 
Total in Firm 32 

Work 96 
Medical Facilities/Health Care 53 
Housing/Multiple 39 
Interior Architecture 8 


Regina Medical Center, Hastings, 
MN; St. Francis Medical Center, 
Breckenridge, MN; St. Anthony 
Regional Healthcare, Carroll, IA; 
Perham Memorial Hospital & 
Home, Perham, MN; Tri-County 
Hospital, Wadena, MN; Sioux Val- 
ley Canby Campus, Canby, MN 
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TRUMAN HOWELL ARCHITECTS & 
ASSOCIATES, INC. 

17815 Hutchins Drive 
Minnetonka, MN 55345 

Tel: 952-401-7889 

Fax: 952-401-7918 

E-mail: architects@th-arch.com 
Established 1978 

Truman Howell, AIA 

Bruce P. Bissonnette, AIA 


Firm Personnel by Discipline 


Architectural 5 
Total in Firm 5 

Work 96 
Housing/Multiple 70 
Interior Architecture 30 
Retail/Commercial 20 
Planning 10 


AmericInn, Corporate & Franchise 
Architect, Multiple Projects; Retail 
Development, Norwood/Young 
America, MN; Hotel/Banquet Cen- 
ter, Mound, MN; Turfgrass Center, 
Hazeltine National Golf Course; 
Champps, Metro Area; Northcott 
Inn & Suites, Corporate Design 
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HRMA, INC. 

188 View Road 

St. Paul, MN 55115 

Tel: 651-653-0340 

Fax: 651-653-0346 

E-mail: dheise@hrmadesign.com 
Web: www.hrmadesign.com 
Established 1984 


Richard A. Heise, AIA, CID 


Firm Personnel by Discipline 
Both Architect & 


Interior Designer 1 
Interior Designer 1 
Administrative 1 
Total in Firm 3 

Work 96 

Golf Course Clubhouses 70 
Residences: 

New/Remodeled/Additions 30 


Midland Country Club, Midland, 
TX; Rochester Golf & Country 
Club, Rochester, MN; The Jewel, 
Lake City, MN; Hawkins Resi- 
dence; Roe Residence; Wynstone 
Golf Club, North Barrington, IL 
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INSITE ARCHITECTS 

1101 West River Parkway, Ste 330 
Minneapolis, MN 55415 

Tel: 612-455-1900 

Fax: 612-455-1907 

E-mail: kirk@insitearchitect.com 
Established 2002 


Kirk Velett, AIA 

Jim Salzl 

Sally Layde, AIA 

Firm Personnel by Discipline 
Architectural 4 
Other Technical 2 
Total in Firm 6 


Work 96 

Senior Housing/Living/ 
Health Care 70 
Housing/Multiple 25 
Planning 5 


Gardens at North Oaks, North 
Oaks, MN; McKean Square-Presby- 
terian Homes, Oak Park Heights, 
MN; NHHI Housing, Rochester, 
MN; The Homestead-Volunteers 
of America, Rochester, MN; North 
Oaks Office, North Oaks, MN 
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ISENBERG + ASSOCIATES 
3505 West 28th Street 
Minneapolis, MN 55416 
Tel: 612-926-1981 
Fax: 612-926-1910 
E-mail: 
jhi@isenbergassociates.com 
Web: 
www. isenbergassociates.com 
Established 1987 


Continued on next column 


Jay H. Isenberg, AIA 


Work % 
Dispute Resolution & 
Prevention Services 50 
Residences: 
New/Remodeled/Additions 25 
Retail/Commercial 25 


Mediation/Arbitration of Design 
and Construction Related Dis- 
putes; Neutral Evaluation/Risk 
Management Consultation & 
Training; Expert Witness Consul- 
tation; Cafe Caribe, MN State Fair, 
St. Paul, MN; General Andrews/ 
Kettle River Rest Areas, Hwy 35 
North (MnDOT) 


:*. 
-* 


BERNARD JACOB 

ARCHITECTS LTD. 

821 Marquette Avenue South 
Suite 412 

Minneapolis, MN 55402 

Tel: 612-332-5517 

Fax: 612-332-6211 
Established 1970 


Bernard Jacob, FAIA, CID 


Work 96 
Interior Architecture 60 
Municipal Buildings 30 


Residences: 

New/Remodeled/Additions 10 
Juvenile Justice Center Project, 
Hennepin County, Minneapolis, 
MN; Metro Transit/Metropolitan 
Council, various projects, Min- 
neapolis, MN; Private Residential 
Projects 
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JAL ARCHITECTS LTD 

307 Manitoba Avenue South 
Wayzata, MN 55391 

Tel: 952-404-1665 

Fax: 952-476-9949 

E-mail: jalarch@qwest.net 
Established 1997 


Jean Andre LaTondresse, AIA 
Work % 

Residences: 

New/Remodeled/Additions 
Mastersuite and general exterior 
remodeling, Orono, MN; Kitchen, 
garage, mastersuite additions and 
remodeling, Edina, MN; Kitchen, 
dining, mastersuite remodeling, 
Medina, MN; New Home, Shore- 
wood, MN; Masterplanning and 
Phase I, sanctuary, gymnasium, 
Grace Fellowship, Brooklyn Park, 
MN; Pavilion and wellhouse, Cen- 
tral Park, Edina, MN 


85 
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VINCENT JAMES ASSOCIATES 
ARCHITECTS 

400 First Avenue North, Suite 120 
Minneapolis, MN 55401 

Tel: 612-872-6370 

Fax: 612-872-6380 

E-mail: e-mail@vjaa.com 
Web: www.vjaa.com 
Established 1995 

Vincent James, AIA 

Jennifer Yoos, AIA 

Nathan Knutson, AIA 


Firm Personnel by Discipline 


Architectural 16 
Total in Firm 16 
Work 96 


Education/Academic Bldgs 
Residences: 
New/Remodeled/Additions 15 


CulturalMuseums 10 
Recreational/Sports 10 
Planning 5 
Restoration/Preservation 5 
Municipal Buildings 5 

5 


Housing/Multiple 


Tulane University Center, New 
Orleans, LA; Minneapolis Rowing 
Club, Minneapolis, MN; American 
University of Beirut, Hostler Cen- 
ter, Beirut, Lebanon; CALA Addi- 
tion & Renovation (Architect of 
Record), Minneapolis, MN; Day- 
ton House, Minneapolis, MN; 
University of Wisconsin - Crew- 
house, Madison, WI 
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JEA ARCHITECTS - JACK EDWARD 
ANDERSON ARCHITECTS, INC. 
6440 Flying Cloud Drive, Ste 202 
Eden Prairie, MN 55344 

Tel: 952.935.5164 

Fax: 952.935.2102 

E-mail: jeaarchitx@aol.com 
Established 1991 


Jack Edward Anderson, AIA, CID 


Firm Personnel by Discipline 


Both Architect & 

Interior Designer 1 
Administrative 1 
Total in Firm 2 

Work 96 
Municipal Buildings 45 
Interior Architecture 20 
Education/Academic Bldgs 20 
Industrial/Mfg/Warehousing 20 


Office Bldgs/Banks/Financial 15 


Minnetonka Beach Public Works 
Facility, Minnetonka Beach, MN; 
Savage Public Works Phase III Ad- 
dition, Savage, MN; Walton Park 
Facilities, Oakdale, MN; State of 
Minnesota Administration Build- 
ing Remodeling, St. Paul, MN; 
Shakopee City Wide Facility 
Study, Shakopee, MN; Wyoming 
Library Design, Wyoming, MN 
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JORDAN ARCHITECTS, P.A. 

One West Water Street, Suite 280 

St. Paul, MN 55107 

Tel: 651-291-2701 

Fax: 651-291-2710 

E-mail: jordan 
jordanarchitectspa.com 

Web: 
www.jordanarchitectspa.com 

Established 1986 


Other MN Offices: 
Rochester 
507-529-9940 

James R. Jordan, AIA 
Stanley W. Schimke 
Andrew J. Jordan 
Mark A. Jasmin, AIA 


Firm Personnel by Discipline 


Architectural 16 
Interior Designer 2 
Administrative 2 
Total in Firm 20 

Work % 


Medical Facilities/Health Care 90 
Senior Housing/Living/ 

Health Care 10 
Interior Architecture 10 
John Nasseff Neuroscience Insti- 
tute, St. Paul, MN; Mayo Charlton 
Nuclear Medicine/PET Scan Pro- 
ject, Rochester, MN; St. Mary's 
Hospital Addition, Rochester, MN; 
St. Michael's Hospital, Sauk Cen- 
ter, MN; Fairmont Medical Cen- 
ter, Mayo Health System, Fair- 
mont, MN; Kanabec Allina Med- 
ical Clinic, Mora, MN 


JSSH ARCHITECTS, INC. 
14525 Highway 7, Suite 375 
Minnetonka, MN 55345 
Tel: 952-935-6337 

Fax: 952-935-0878 

E-mail: jssh@jssh.com 

Web: www.jssh.com 
Established 1972 


Roger F. Johnson, AIA 

Dan W. Neudecker, AIA 
Roland W. Swenson, AIA 
Lubomir Manolov, AIA 

Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 9 

Work % 
Education/Academic Bldgs 30 
Housing/Multiple 30 
Municipal Buildings 10 


Churches/Worship Facilities 10 
Industrial/Mfg/Warehousing 10 
Retail/Commercial 10 


Addition & Remodeling, Upsala, 
Minnesota Area Schools; Lakefront 
Plaza Condominiums, Prior Lake, 
MN; Applewood Pointe Of Maple 
Grove, MN; Snyders Drug Stores, 
Waconia, MN; Cornerstone Assist- 
ed Living, Plymouth, MN; Croix- 
dale Assisted Living, Bayport, MN 


JUDD ALLEN GROUP 

8000 West 78th Street, Suite 180 
Edina, MN 55439 

Tel: 952-224-5050 

Fax: 952-224-5051 

Web: www.juddallen.com 
Established 1998 


Judd Peterson, AIA 


Firm Personnel by Discipline 


Architectural 2 
Other Technical 3 
Administrative 1 
Total in Firm 6 

Work % 
Restoration/Preservation 40 
Education/Academic Bldgs 30 
Office Bldgs/Banks/Financial 20 


Housing/Multiple 20 
Interior Architecture 10 
Municipal Buildings 10 


Surmodics, Manufacturing Facility, 
Bloomington, MN; Mitchell Hall 
Dormitory, St. Cloud State Univer- 
sity, St. Cloud, MN; Minneapolis 
City Hall Courthouse, waterproof- 
ing, Minneapolis, MN; Heritage 
Hall, Inver Hills Community Col- 
lege, Inver Hills MN; The Glen 
Condominium, renovation, Min- 
netonka, MN; Flint Hills Resources, 
Building A, Rosemount, MN 
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K K DESIGN 

6112 Excelsior Boulevard 
St. Louis Park, MN 55416 
Tel: 952-922-3226 

Fax: 952-922-3231 

E-mail: john@kkdesign.biz 
Established 2003 


John P. Kosmas, AIA 


Firm Personnel by Discipline 


Architectural 1 
Other Technical 1 
Total in Firm 2 
Work 96 

Residences: 
New/Remodeled/Additions 60 
Retail/Commercial 40 
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JOHN P. KALMON, 

ARCHITECT LLC 

811 Sixth Street 

Hudson, WI 54016 

Tel: 715-381-5781 

Fax: 715-381-6981 

E-mail: jpkalmon@spacestar.net 
Established 1999 


John Kalmon, AIA 

Firm Personnel by Discipline 
Architectural 

Administrative ES 
Total in Firm 


pà 


Continued on next column 


Work % 
Residences: 
New/Remodeled/Additions 90 
Office Bldgs/Banks/Financial 10 


Misenko Residence, Hudson, WI; 
Coyle Residence, Red Wing, MN; 
Degonda Residence, Marine on St. 
Croix, MN; Miner/Montgomery 
Addition, Hudson, WI 

KAWELL MOONEY SAWYER 
ARCHITECTS & BUILDERS 
6452 City West Parkway 
Eden Prairie, MN 55344 

Tel: 952-942-9982 

Fax: 952-942-0197 

E-mail: mkawell@kawell.com 
Web: www.kawell.com 
Established 1988 


Mark A. Kawell, AIA 
Steven J. Mooney, AIA, CID 


Duane Sawyer 

Firm Personnel by Discipline 

Architectural 3 

Administrative 2 

Total in Firm 5 
Work % 

Residences: 


New/Remodeled/Additions 100 


Guyer Residence, Deephaven, 
MN; Goudsmit Residence, Deep- 
haven, MN; Basi Residence, Min- 
neapolis, MN; Carlson Residence, 
Bayfield, WI; Davidson Residence, 
Bayfield, WI; Levitt Residence, 
Des Moines, IA 
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KEENAN ARCHITECTURAL 
GROUP INC. 

46 28th Avenue North 

St. Cloud, MN 56303 

Tel: 320-255-5521 

Fax: 320-240-6914 

E-mail: info@keenanarch.com 
Web: www.keenanarch.com 
Established 1995 


Larry Keenan, AIA, CID 
Work % 


Municipal Buildings 20 


Churches/Worship Facilities 20 
Residences: 
New/Remodeled/Additions 20 


Retail/Commercial 15 
Office Bldgs/Banks/Financial 15 
Industrial/Mfg/Warehousing 10 


Gold's Gym, Vadnais Heights, 
MN; City of East Bethel Mainte- 
nance & Fire Building, East Bethel, 
MN; Newman Center Church Ad- 
dition, St. Cloud, MN; Larson Res- 
idence, St. Joseph, MN; Cenex 
Convenience Stores, IA, OK, TX; 
Boulder Creek Stone Products, 
Spring Lake Park, MN 
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JAMES KELLETT, AIA, CSI, 
CCS, CCCA CONSTRUCTION 
SPECIFICATIONS 

5703 Birch Trail 

Shoreview, MN 55126 

Tel: 651-486-6201 

Fax: 651-490-3356 

E-mail: jakellett@prodigy.net 
Established 1997 


James A. Kellett, AIA, CSI, 


CCS, CCCA 

Work 96 
Construction Specifications 100 
Housing/Multiple 50 
Churches/Worship Facilities — 20 
Interior Architecture 10 
Retail/Commercial 10 


Office Bldgs/Banks/Financial 10 
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JEFF KELLEY ARCHITECTS 
4827 Queen Avenue South 
Minneapolis, MN 55410 
Tel: 612-285-4425 

Fax: 612-285-4426 

E-mail: jkellarch@aol.com 
Established 1991 


Jeffrey P. Kelley, AIA 


Work % 

Public Libraries 85 
Residences: 

New/Remodeled/Additions 15 


Shakopee Public Library, 
Shakopee, MN; St. Peter Public Li- 
brary, St. Peter, MN; Rice Street 
Branch, St. Paul Public Library, St. 
Paul, MN; All above projects in as- 
sociation with BKV Group 
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DAVID J. KELLY, ARCHITECT, INC. 
3925 West 50th Street, Suite 205 
Minneapolis, MN 55424 

Tel: 952-922-2220 

Fax: 952-922-5739 

E-mail: dkarchitect@qwest.net 
Established 1990 


David J. Kelly, AIA 


Work % 
Office Bldgs/Banks/Financial 40 
Retail/Commercial 35 


Industrial/Mfg/Warehousing 10 
Medical Facilities/Health Care 5 
Residences: 

New/Remodeled/Additions — 5 
Housing/Multiple 5 
Pickled Parrot Restaurant, Uptown 
Minneapolis, MN; Panchero's Mex- 
ican Grills, various Twin Cities lo- 
cations, MN; Rooming House, Riv- 
er Falls, WI; Aveda Advanced 
Training Salon, Minneapolis, MN; 
Warner Music Group Leasehold, 
Minneapolis, MN 
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KILSTOFTE ASSOCIATES INC. 
50 Highland Av 

Excelsior, MN 55331 

Tel: 952-470-0808 

Fax: 952-470-1011 
Established 1958 


Irwin H. Kilstofte, AIA 


Work % 

Residences: 
New/Remodeled/Additions 60 
Interior Architecture 10 
Industrial/Mfg/Warehousing 10 
Retail/Commercial 10 


Office Bldgs/Banks/Financial 
Arone Residence, Minnetrista, 
MN; Sullivan Residence remodel, 
Plymouth, MN; Dock & Lift Ware- 
house and Sales, Spring Park, MN; 
Hirshfields Paint Store interior, 
Edina, MN; St. Boni Motor Sports, 
St. Bonifacious, MN 
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KINNUCAN ANDERSON 

ARCHITECTS 

5029 Indianola Avenue 

Edina, MN 55424 

Tel: 952-285-1900 

Fax: 952-285-1901 

E-mail: ginny@kinnucananderson 
architects.com 

Web: www.kinnucananderson 
architects.com 

Established 2000 


Ginny Anderson, AIA 


Firm Personnel by Discipline 


Architectural 1 
Other Professional 1 
Other Technical 1 
Total in Firm 3 

Work 96 


Residences: 
New/Remodeled/Additions 100 


Holtz Residence, Edina, MN; Holtz 
Lake Cabin, St. Croix Falls, WI; 
Patrick Residence, Minneapolis, 
MN; Lake Home, Dresser, WI; Boy- 
er Residence, Edina, MN; Kowalke 
Residence, Shorewood, MN 


S. 
“ 


KKE ARCHITECTS, INC. 
300 First Avenue North 
Minneapolis, MN 55401 
Tel: 612-339-4200 

Fax: 612-342-9267 
Web: www.kke.com 
Established 1968 


Other Offices: 
Newport Beach, CA; Pasadena, CA 


Ronald C. Erickson, AIA 
Thomas E. Gerster, AIA 
John W. Gould, AIA 

Gregory G. Hollenkamp, AIA 
Mohammed Lawal, AIA 
Robert C. Mayeron, PE 
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Firm Personnel by Discipline 


Architectural 48 
Interior Designer 5 
Engineering 1 
Other Professional 9 
Other Technical 53 
Administrative 24 
Total in Firm 140 

Work % 
Retail/Commercial 30 
Justice/Corrections/Detention 15 
Entertainment/Hospitality 10 


Senior Housing/Living/ 


Health Care 10 
Interior Architecture 10 
Education/Academic Bldgs 10 
Medical Facilities/Health Care 10 
Housing/Multiple 10 


Lakeshore CCRC, Duluth, MN; 
The Shoppes at Arbor Lakes, 
Maple Grove, MN; Target Stores, 
Nationwide; Rogers High School, 
Rogers, MN; Kohl's Department 
Stores, Nationwide; Steele County 
Detention Center, Owatonna, MN 


*, 
“ 


KLEIN MCCARTHY & 

COMPANY, LTD. ARCHITECTS 
4285 Sheridan Avenue South 
Minneapolis, MN 55410 

Tel: 612-928-8483 

Fax: 612-924-1926 

E-mail: kmc@kleinmccarthy.com 
Web: www.kleinmccarthy.com 
Established 1977 


Richard J. McCarthy, AIA 
Scott W. Fettig, AIA 

Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 5 

Work 96 
Justice Facilities/Correctional 75 
Planning 15 


Courts Facilities 
Minnesota Correctional Facility/ 
Shakopee 48-bed housing and sup- 
port space expansion, Shakopee, 
MN; Hennepin County Adult Cor- 
rectional Facility Cellblock Lock 
Replacement, Plymouth, MN; 
Northern Cheyenne Youth Ser- 
vices Center, Busby, MT; Minneso- 
ta Correctional Facility/ Faribault 
Master Planning, Fairbault, MN; 
Hennepin County Drug Court Re- 
source Center, Minneapolis, MN; 
Minnesota Correctional 
Facility/Stillwater Segregation Unit 
Predesign, Stillwater, MN 
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BRUCE KNUTSON 

ARCHITECTS, INC. 

530 North Third Street, Suite 530 

Minneapolis, MN 55401 

Tel: 612-332-8000 

Fax: 612-332-7504 

E-mail: bruce knutson- 
architects.com 

Web: www.knutson-architects.com 

Established 1973 


Bruce Knutson, AIA 


Firm Personnel by Discipline 


Architectural 1 
Other Technical 4 
Administrative 2 
Total in Firm 7 
Work 96 
Residences: 
New/Remodeled/Additions 70 
Retail/Commercial 10 
Housing/Multiple 5 
Interior Architecture 


5 
Industrial/Mfg/Warehousing — 5 
Office Bldgs/Banks/Financial 5 
Davanni's, Waite Park, MN; Clay 
Condominium, Minneapolis, MN; 
Galligan Remodel, Mendota 
Heights, MN; Koch Residence, 
Kennebunkport, ME; Saunders 
Residence, Medina, MN; Baker 
Residence, Woodland, MN 
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KODET ARCHITECTURAL 
GROUP, LTD. 

15 Groveland Terrace 
Minneapolis, MN 55403 
Tel: 612-377-2737 

Fax: 612-377-1331 
E-mail: arch kodet.com 
Web: www.kodet.com 
Established 1983 


Edward J. Kodet, FAIA, CID 
Kenneth W. Stone, AIA, CID 
joan M. Bren, AIA, CID 


Firm Personnel by Discipline 


Both Architect & 

Interior Designer 4 
Engineering 1 
Other Professional 8 
Administrative 3 
Total in Firm 16 

Work 96 
Education/Academic Bldgs 25 
Churches/Worship Facilities — 20 
Municipal Buildings 15 
Retail/Commercial 13 
Recreation/Parks 10 
Interior Architecture 10 
Restoration/Preservation 10 


Planning 5 
Medical Facilities/Health Care 5 
Office Bldgs/Banks/Financial — 5 
Burroughs Community School, 
Minneapolis, MN; St. Croix Luther- 
an High School, West St. Paul, MN; 
Bloomington Public Works Facili- 
ty, Bloomington, MN; Hopkins 
Public Library, Hopkins, MN; St. 
Joseph the Worker Catholic 
Church, Maple Grove, MN; R.F. 
Jones (Longfellow) House Interpre- 
tive Center, Minneapolis, MN 
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KOH ARCHITECTS, INC. 

526 South Second Street 
Mankato, MN 56001 

Tel: 507-388-6271 

Fax: 507-388-5499 

E-mail: koh@koharchitects.com 
Web: www.koharchitects.com 
Established 1878 

James H. Kagermeier, AIA, CID 
Jeffry L. Kagermeier, AIA 

Eric Oleson, AIA 

Dennis Hobbie, Assoc. AIA 
Milan Skarphol, CSI 


Firm Personnel by Discipline 


Architectural 4 
Interior Designer 1 
Other Professional 1 
Other Technical 1 
Administrative 2 
Total in Firm 9 
Work % 
Education/Academic Bldgs 30 
Interior Architecture 10 
Restoration/Preservation 10 
Municipal Buildings 10 
Churches/Worship Facilities — 10 
Industrial/Mfg/Warehousing 10 
Office Bldgs/Banks/Financial 10 
Retail/Commercial 5 
Residences: 
New/Remodeled/Additions 5 


Housing/Multiple 5 


People's State Bank, Truman, MN; 
Schoenstatt On The Lake, Sleepy 
Eye, MN; West Union Lutheran 
Church, Carver County, MN; New 
Ulm Library Addition, New Ulm, 
MN; Mayer Lutheran High 

School, Mayer, MN; Lyon County 
DAC, Marshall, MN 
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KOOSMAN PROJECT 
MANAGEMENT SERVICES, INC. 
8 Afton Coulee Ridge 

Afton, MN 55001 

Tel: 651-436-3550 

Fax: 651-436-3551 

E-mail: kpms@koosmann.com 
Established 1993 


Chuck Koosmann, AIA 


Work % 


Owners Representative 100 
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KRECH, O'BRIEN, MUELLER, & 
WASS, INC. 

6115 Cahill Avenue 

Inver Grove Heights, MN 55076 
Tel: 651-451-4605 

Fax: 651-451-0917 

E-mail: dobrien@komw.com 
Web: www.komw.com 
Established 1985 

James H. Krech, PE 

Daniel J. O'Brien, AIA, CID 
Brady R. Mueller, AIA, CID 
Cindy Nagel, CID 

Mike Lisowski, PE 


Firm Personnel by Discipline 


Architectural 8 
Interior Designer 2 
Engineering 3 
Other Technical 4 
Administrative 2 
Total in Firm 19 

Work % 
Municipal Buildings 20 
Churches/Worship Facilities 20 
Industrial/Mfg/Warehousing 20 
Interior Architecture 10 
Restoration/Preservation 10 
Education/Academic Bldgs 10 
Retail/Commercial 10 


Office Bldgs/Banks/Financial 10 
Animal Hospitals/ 

Veterinary Medicine 5 
Housing/Multiple 5 


Minneapolis Animal Care & Con- 
trol Facility, Minneapolis, MN; 
TAPEMARK Pharmaceutical 
MFGR., West St. Paul, MN; 
Starkey Laboratory Research Cen- 
ter, Eden Prairie, MN; Eagan Hills 
Alliance Church, Eagan, MN; St. 
Paul Farmers Market, St. Paul, 
MN; Gopher Resource Corporate 
Office, Eagan, MN 
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KRECH OJARD & ASSOCIATES, P.A. 


227 West First Street, Suite 200 
Duluth, MN 55802 

Tel: 218-727-3282 

Fax: 218-727-1216 

E-mail: mail@krechojard.com 
Web: www.krechojard.com 
Established 1984 


Other Offices: 
Eau Claire, WI; Superior, WI; 
East Lansing, MI 


Russell E. Betts, AIA 
Paul M. Winship, AIA 
David W. Krech, PE 
Richard L. Ojard, PE 
Jeffery W. Heller, PE 
Marvin D. Anderson, PE 


Firm Personnel by Discipline 


Architectural 7 
Both Architect & 

Interior Designer 4 
Engineering 31 
Administrative 6 


Total in Firm 


Continued on next column 


Work % 


Interior Architecture 80 
Education/Academic Bldgs 45 
Office Bldgs/Banks/Financial 20 
Restoration/Preservation 10 
Medical Facilities/Health Care 10 
Municipal Buildings 5 
Churches/Worship Facilities 5 
Industrial/Mfg/Warehousing 5 
Retail/Commercial 5 
Housing/Multiple 5 


Kirby Plaza - University of Min- 
nesota, Duluth, MN; National 
Bank of Commerce Branch Facili- 
ty, Superior, WI; Fleet & Grounds 
Maintenance Facility, University 
of Minnesota, Duluth, MN; Proc- 
tor Middle School, Independent 
School District #704, Proctor, MN; 
World Corporate Headquarters for 
Links Snacks, Minong, WI; Class- 
room/Media Center Addition to 
Pike Lake Elementary School, Du- 
luth, MN 


7 
d 


KRIEGER ARCHITECTS, LTD. 
4701 Bryant Avenue South 
Minneapolis, MN 55409 

Tel: 612-824-8179 

Fax: 612-823-3943 

E-mail: tkrieger@mn.state.net 
Established 1997 


Teresa Krieger Thimmesch, AIA 

Work 96 
Medical Facilities/Health Care 100 
Pharmacy Renovation, North 
Memorial Hospital; Station 12 
North Renovation, Fairview River- 
side Hospital; Speech/OT Clinic At 
Maple Grove, North Memorial; 
Dementia Renovation, Northridge 
Care Center, MN Masonic Home; 
Fridley Sister Kenny Clinic, Allina; 
Peds Radiology, Fairview Universi- 
ty Hospital 
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L&M ASSOCIATES, LTD. 
10907 Valley View Road 
Eden Prairie, MN 55344 
Tel: 952-944-7576 

Fax: 952-944-7585 
E-mail: mazorol@l-m.com 
Web: www.l-m.com 
Established 1991 


Raymond M. Mazorol, AIA 
Donald W. Laukka, AIA 


Firm Personnel by Discipline 


Architectural 4 
Both Architect & 

Interior Designer 2 
Other Technical 1 
Administrative 1 
Total in Firm 8 

Work 96 
Retail/Commercial 60 
Interior Architecture 20 


Office Bldgs/Banks/Financial 


20 


Continued on next column 


Holiday Inn, Irish Pub, Livonia 
West, MI; Grand Hills Professional 
Building, St. Paul, MN; University 
Auto, Maple Grove, MN; Select 
Comfort, Ballston Commons, Ar- 
lington, VA; Brookstone, North- 
east Mall, Hurst, TX; Golf Galaxy, 
King of Prussia, PA 
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RICHARD LAFFIN 
ARCHITECTS, INC. 
Northwestern Building #740 
275 East Fourth Street 

St. Paul, MN 55101 

Tel: 651-312-0988 

Fax: 651-312-0989 

E-mail: rich@rlaffinarch.com 
Established 2000 


Richard Laffin, AIA 
Work 96 

Interior Architecture 100 
Residences: 

New/Remodeled/Additions 90 
Restoration/Preservation 20 
Churches/Worship Facilities 5 
Retail/Commercial 5 
Private Residences in Minnesota, 
Wisconsin, Iowa, South Dakota, 
US Virgin Islands, Florida; Saint 
Clements Episcopal Church, St. 
Paul, MN 
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LARSON BRENNER ARCHITECTS 
807 North Fourth Street 
Stillwater, MN 55082 

Tel: 651-430-0056 

Fax: 651-439-1179 

E-mail: larsonbrenner@aol.com 
Established 1993 


Brian Larson, AIA 
Ron Brenner, RA, CID 


Firm Personnel by Discipline 


Architectural 3 
Both Architect & 

Interior Designer 1 
Other Technical 2 
Total in Firm 6 

Work 96 
Office Bldgs/Banks/Financial 20 
Residences: 

New/Remodeled/Additions 20 
Recreation Facilities 10 
Municipal Buildings 10 


Churches/Worship Facilities — 10 
Industrial/Mfg/Warehousing 10 
Retail/Commercial 10 
Housing/Multiple 10 
Arcola Mills Retreat and Confer- 
ence Center, May Township, 
MN; Stillwater Veterans Memori- 
al, Stillwater, MN; Family Means 
Office Building, Stillwater, MN; 
Jennings State Bank, Stillwater, 
MN; Highland Hills Recreational 
Park Building, Cottage Grove, 
MN; Liberty Village Office Build- 
ing, Stillwater, MN 
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LEAD, INC. 

2524 Humboldt Avenue South 
Minneapolis, MN 55405 

Tel: 612-209-7745 

E-mail: ali@leadinc.info 

Web: www.leadinc.info 
Established 2001 


Other Offices: 
Husnes, Norway 


Ali Heshmati, AIA 


Gretha Røed 
Malini Srivastava 
Christine Bleyhl 

Work % 
Interior Architecture 33 
Retail/Commercial 33 
Residences: 


New/Remodeled/Additions 33 
Art of Chiropractic, Minneapolis, 
MN; The Bean Scene, Minneapo- 
lis, MN; Hedberg Residence, Edi- 
na, MN; James-Carl Kitchen, Min- 
neapolis 
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CHARLES LEVIN ARCHITECTS 

2300 Milwaukee Avenue 

Minneapolis, MN 55404 

Tel: 612-729-5333 

Fax: 612-729-8351 

E-mail: chuck@charleslevin 
architects.com 

Web: 
www.charleslevinarchitects.com 

Established 1981 


Charles A. Levin, AIA 


Firm Personnel by Discipline 


Architectural 2 
Other Technical 5 
Administrative D 
Total in Firm 3 
Work % 

Residences: 
New/Remodeled/Additions 50 


Education/Academic Bldgs 10 
Industrial/Mfg/Warehousing 10 


Retail/Commercial 10 
Office Bldgs/Banks/Financial 10 
Housing/Multiple 10 


Minnesota Population Center, 
Willey Hall, University of Min- 
nesota, Minneapolis, MN; Welna 
Hardware Store, Minneapolis, 
MN; Aliveness Project, Minneapo- 
lis, MN; Hollywood Dance Studio, 
Minneapolis, MN; Worldwide Dis- 
pensers Manufacturing Plant, 
Lester Prairie, MN; State of New 
York Insurance Dept. Liquidation 
Bureau, New York, NY 
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LHB 

21 West Superior Street, Suite 500 
Duluth, MN 55802 

Tel: 218-727-8446 

Fax: 218-727-8456 

E-mail: joellyn.gum@lhbcorp.com 
Web: www.lhbcorp.com 
Established 1966 


Other MN Offices: 
Minneapolis 
612-338-2029 


William D. Bennett, PE 
Richard A. Carter, AIA 
David M. Sheedy, PE 
Steven McNeill, AIA 
Michael A. Fischer, AIA 
David Bjerkness, AIA 


Firm Personnel by Discipline 


Architectural 24 
Both Architect & 

Interior Designer 4 
Interior Designer 6 
Engineering 31 
Landscape Architect 7 
Planner 1 
Other Professional 2 
Other Technical 38 
Administrative 27 
Total in Firm 140 


Public Works, Pipeline, 
High Perfomance Design 
Education/Academic Bldgs 15 
Municipal Buildings 15 
Medical Facilities/Health Care 10 
Office Bldgs/Banks/Financial 10 
Residences: 
New/Remodeled/Additions 10 


Housing/Multiple 10 
Planning 5 
Interior Architecture 5 
Restoration/Preservation 5 
Industrial/Mfg/Warehousing 5 


Lake Superior School District New 
K-12 Building & Addition/Remod- 
eling, Two Harbors, MN; MnANG 
Squadron Operations Facility, Du- 
luth, MN; SMDC Lobby Remodel- 
ing, Duluth, MN; Eagle's Point 
New Office & Maintenance Facility 
for Wastewater Treatment, Cottage 
Grove, MN; Heritage Park Housing 
Development, Minneapolis, MN; 
Lowry Avenue Corridor Revitaliza- 
tion, Minneapolis, MN 
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JACK LINDEMAN - SPECIFICATIONS 
CONSULTANT 

5000 First Avenue South 
Minneapolis, MN 55419 

Tel: 612-824-8822 

Established 1975 


Jack Lindeman, AIA 


Work 96 


Specifications Consulting 100 
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DAVID LINNER ARCHITECTS 

10100 Morgan Avenue 

Bloomington, MN 55431 

Tel: 952-884-6455 

Fax: 952-884-0860 

E-mail: 
dlinner@linnerarchitects.com 

Web: www.linnerarchitects.com 

Established 1989 


David P. Linner, AIA 


Firm Personnel by Discipline 


Architectural 2:5 
Total in Firm 2:5 
Work 96 


Office Bldgs/Banks/Financial 25 


Industrial/Mfg/Warehousing 20 
Retail/Commercial 20 
Recreational/Sports/ 

Athletic Facilities 10 
Municipal Buildings 10 


Education/Academic Bldgs 5 
Churches/Worship Facilities 5 
Medical Facilities/Health Care 5 


Church School, Baxter, MN; Horse 
Riding Arena, Wright County, 
MN; Manufacturing Facility, Kim- 
ball, MN; Veterinary Medical Cen- 
ter, Lakeville, MN; Tenant Im- 
provement Offices, Victoria, MN; 
Office Building, Prior Lake, MN 
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LOCUS ARCHITECTURE, INC. 

1500 Jackson Street NE, Suite 333 
Minneapolis, MN 55409 

Tel: 612-706-5600 

Fax: 612-706-5601 

Web: www.locusarchitecture.com 
Established 1995 


Other Offices: 
San Francisco, CA 


Paul Neseth, AIA 
Wynne Yelland, AIA 


Firm Personnel by Discipline 
Architectural j 
Other Technical 4 
Total in Firm 8 
Work 96 

Residences: 

New/Remodeled/Additions 65 
Churches/Worship Facilities — 15 
Municipal Buildings 10 
Interior Architecture 10 
Circus Juventas, St. Paul, MN; Pri- 
vate Lake Lodge, Cross Lake, MN; 
Pavilion, Architecture and the Psy- 
che, Weisman Museum, Min- 
neapolis, MN; House 01, Min- 
neapolis, MN; B'Nai Israel Syna- 
gogue, Sacramento, CA; Voigt Res- 
idence, St. Paul, MN; 
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ROLF LOKENSGARD 
ARCHITECTURE 

3932 Stonebridge Drive North 
Suite 100 

St. Paul, MN 55123 

Tel: 651-452-3251 

Fax: 651-452-3251 

E-mail: RLAaia@aol.com 
Established 1978 


Rolf Lokensgard, AIA 

Work % 
Office Bldgs/Banks/Financial 20 
Residences: 
New/Remodeled/Additions 20 
Churches/Worship Facilities — 10 
Medical Facilities/Health Care 10 
Industrial/Mfg/Warehousing 10 


Retail/Commercial 10 
Housing/Multiple 10 
Interior Architecture 5 


Restoration/Preservation 5 
Education/Academic Bldgs 5 
Municipal Buildings 5 
Restaurant Alma, Minneapolis, 
MN; The Browning Complex, Ap- 
ple Valley, MN; Sunnyside Luther- 
an Church Phase I & II, Stacy, 
MN; Dunn Bros. Coffee, Min- 
neapolis, MN; Crystal Lake Golf 
Course Clubhouse, Lakeville, MN; 
WSI Headquarters, Eagan, MN 


LUKEN ARCHITECTURE, P.A. 
424 Washington Avenue North 
Minneapolis, MN 55401 

Tel: 612-630-0074 

Fax: 612-630-0075 

E-mail: eluken@lukenarch.com 
Established 1994 


Ellen A. Luken, AIA 
Dick B. Daniels, AIA 


Firm Personnel by Discipline 


Architectural 1 
Both Architect & 

Interior Designer 1 
Other Technical 1 
Administrative 1 
Total in Firm 4 


Work 96 
Industrial/Mfg/Warehousing 30 


Education/Academic Bldgs 20 
Municipal Buildings 15 
Housing/Multiple 15 
Restoration/Preservation 10 
Retail/Commercial 10 


Empire Waste Water Treatment 
Plant, Farmington, MN; Wood- 
bury L-73 Lift Station, Woodbury, 
MN; Zumbrota Senior Living Fa- 
cility, Zumbrota, MN; Univ. of 
MN St. Paul Campus Chiller, St. 
Paul, MN; MPS Waite Park & Tut- 
tle Comm. Schools, Minneapolis, 
MN; Cupcake Coffee Shop, Min- 
neapolis, MN 
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MACDONALD & MACK 
ARCHITECTS, LTD. 

400 South 4th Street, Suite 712 
Minneapolis, MN 55415 

Tel: 612-341-4051 

Fax: 612-337-5843 

Established 1976 


Robert Mack, FAIA 
Stuart MacDonald, AIA 


Work % 

Restoration/Preservation 95 

Churches/Worship Facilities 30 
Residences: 

New/Remodeled/Additions 20 


Municipal Buildings 15 
Office Bldgs/Banks/Financial 15 
Historic Preservation 

Consulting 10 
Retail/Commercial 10 
Restoration of the Municipal 
Building, Minneapolis, MN; Reno- 
vation of Granite Falls Lutheran 
Church, Granite Falls, MN; Mill 
Ruins Restoration, Minneapolis, 
MN; Restoration of the William 
LeDuc House, Hastings, MN; 
Smith Douglas More House Reha- 
bilitation, Eden Prairie, MN; Feasi- 
bility Study for Merchant's Finan- 
cial Group, Winona, MN 
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MAHLER AND ASSOCIATES 
ARCHITECTURE 

14 North 7th Avenue 

St. Cloud, MN 56303 

Tel: 320-259-4072 

Web: www.mahlerarchiteture.com 
Established 1997 


Graeme H.D. Mahler, AIA 


Firm Personnel by Discipline 


Architectural 1 
Other Technical 3 
Administrative 1 
Total in Firm 5 

Work 96 
Churches/Worship Facilities — 25 
Housing/Multiple 25 
Retail/Commercial 20 
Municipal Buildings 10 


Industrial/Mfg/Warehousing 10 
Office Bldgs/Banks/Financial 10 


Four-plex Theatre Complex, Cold 
Spring, MN; 40,000 Sq. Ft. Retail 
Center, Waite Park, MN; Big Lake 
City Hall Renovation, Big Lake, 
MN; Assisted Living, 29-Unit, Wor- 
thington, MN; Rejoice Lutheran 
Church Addition, Clearwater, MN 
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MCCOY ARCHITECTS 

1944 Cedar Lake Parkway 
Minneapolis, MN 55416 
Tel: 612-927-8546 

Fax: 612-927-0291 

E-mail: mccoyarch@aol.com 
Established 1982 


Tim McCoy, AIA 


Firm Personnel by Discipline 


Architectural 3 
Total in Firm 3 

Work % 
Retail/Commercial 40 


Industrial/Mfg/Warehousing 30 
Office Bldgs/Banks/Financial 20 
Housing/Multiple 10 
Five Star Commerce Center, Maple 
Grove, MN; Bell Tower Office 
Building, Osseo, MN; Central Bank 
Building, Eden Prairie, MN; Byer- 
ly's/West Village Center, Chanhas- 
sen,MN; Sigma I Office Building, 
Maple Grove, MN; Cintas Corpo- 
ration, Maple Grove, MN 


7 
d 


MCGUIRE COURTEAU LUCKE 
ARCHITECTS, INC. 

400 St. Paul Building 

6 West Fifth Street 

St. Paul, MN 55102 

Tel: 651-222-8451 

Fax: 651-222-5414 

E-mail: mcl@mclarchitects.com 
Web: www.mclarchitects.com 
Established 1973 


Patrick F. McGuire, AIA 
Arnold S. Lucke, AIA 

Jeffrey S. Steiner, AIA 

Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 10 
Work 96 


Churches/Worship Facilities — 60 


Education/Academic Bldgs 40 
Restoration/Preservation 20 
Interior Architecture 10 


Education Center, St. John's 
School, Church of St. John the 
Baptist, Jordan, MN; Church of St. 
Pascal Baylon, St. Paul, MN; Como 
Park Senior High School, ISD 625, 
St. Paul, MN; St. John Center, 
Church of St. John the Baptist, 
New Brighton, MN; AII Saints Edu- 
cation and Social Center, AII Saints 
Church, Lakeville, MN; Church of 
St. Henry, Monticello, MN 
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JAMES NELSON MCKELLIN III 
ARCHITECT 

1632 Meadowlark Drive 
Stillwater, MN 55082 

Tel: 651-351-7667 

Fax: 651-351-7668 

E-mail: cmckellin@aol.com 
Established 1977 


Continued on next column 


James Nelson MckKellin III, AIA 


Firm Personnel by Discipline 


Architectural 1 
Administrative 1 
Total in Firm 2 

Work % 
Housing/Multiple 90 
Residences: 


New/Remodeled/Additions 10 


35 Unit Housing for Elderly, Bald- 
win, WI; 12 Unit Housing for the 
Disabled, Rhinelander, MN; 32 
Townhomes, Owatonna, MN; 80 
Unit Apartment , Maplewood, 
MN; 20 Townhomes, Plain View, 
MN; Rehab/Renovate 23 Town- 
homes, St. Paul MN 
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MCMONIGAL ARCHITECTS, LLC 

1224 Marshall Street NE, Suite 400 

Minneapolis, MN 55413 

Tel: 612-331-1244 

Fax: 612-331-1079 

E-mail: 
rosemary@mcmonigal.com 

Web: www.mcmonigal.com 

Established 1984 


Rosemary McMonigal, AIA 


Firm Personnel by Discipline 


Architectural 3 
Both Architect & 

Interior Designer 1 
Interior Designer 9 
Administrative 5 
Total in Firm 5 

Work % 
Residences: 

New/Remodeled/Additions 75 
Restoration/Preservation 10 
Housing/Multiple 10 
Municipal Buildings 5 


Beck Residence, Greenwood, MN; 
Allen & Herman Residence, Stillwa- 
ter, MN; Marvin & Kleckner Resi- 
dence, Minneapolis,MN; Hilder- 
stad Residence, Lake Vermillion, 
MN; Weaver Residence, Pequot 
Lakes, MN; Chamberlain Store- 
house Renovation, Le Sueur, MN 
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MELANDER, MELANDER & 
SCHILLING ARCHITECTS, INC. 
301 West 1st Street, Suite 202 
Duluth, MN 55811 

Tel: 218-727-5044 
Established 1971 


Donald K. Melander, AIA 
David A. Schilling, AIA 
Firm Personnel by Discipline 
Architectural 2 
Both Architect & 
Interior Designer 
Other Technical 
Administrative 
Total in Firm 
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Continued on next column 


Work % 
Education/Academic Bldgs 35 
Churches/Worship Facilities 15 


Planning 10 
Interior Architecture 10 
Restoration/Preservation 10 
Retail/Commercial 10 


Office Bldgs/Banks/Financial 10 
St. Louis County Heritage & Arts 
Center, Duluth, MN; Great Lakes 
Aquarium & Lake Superior Center 
(with HGA), Duluth, MN; Ordean 
Middle School Athletic Fields 
Complex, Duluth, MN; Duluth 
Streetscape Revitalization Project, 
Duluth, MN; Vermilion Commu- 
nity College Master Plan, Ely, MN; 
Woodland Middle School Remod- 
el, Duluth, MN 


PAUL MEYER ARCHITECTS, INC. 
15650 36th Avenue North, #170 
Plymouth, MN 55446 

Tel: 763-557-9081 

Fax: 763-557-9233 

E-mail: pma@usgo.net 
Established 1996 


Paul Meyer, AIA, CSI, CID 


Firm Personnel by Discipline 


Architectural 2 
Both Architect & 

Interior Designer 2 
Other Technical 2 
Administrative 1 
Total in Firm 7 

Work 96 
Interior Architecture 30 


Medical Facilities/Health Care 
Office Bldgs/Banks/Financial 
Education/Academic Bldgs 15 
Industrial/Mfg/Warehousing 15 
Churches/Worship Facilities — 10 
Residences: 
New/Remodeled/Additions 10 
Housing/Multiple 10 


Wolfe Lake Professional Center, St. 
Louis Park, MN; St. Francis Xavier 
Church & School Masterplan, Buf- 
falo, MN; Citizens Independent 
Bank, St. Louis Park, MN; Ply- 
mouth Heights Pet Hospital, New 
Hope, MN; The Woods at Medi- 
cine Lake - Townhomes, Ply- 
mouth, MN; Trueman Welters Im- 
plement Dealership, Buffalo, MN 


MEYER, SCHERER & 
ROCKCASTLE, LTD. 

710 South 2nd Street, 7th Floor 
Minneapolis, MN 55401 

Tel: 612-375-0336 

Fax: 612-342-2216 

E-mail: amyn@msrltd.com 
Web: www. msrltd.com 
Established 1981 


Thomas Meyer, AIA 
Jeffrey Scherer, FAIA 
Garth Rockcastle, FAIA 
Jack Poling, AIA 
Patricia Fitzgerald, AIA 
Lynn Barnhouse, CID 


Continued on next column 


Firm Personnel by Discipline 


Architectural 25 
Both Architect & 

Interior Designer 1 
Interior Designer 8 
Other Professional 1 
Other Technical 7 
Administrative 7 
Total in Firm 49 

Work % 
Interior Architecture 50 
Restoration/Preservation 50 
Libraries 40 
Housing/Multiple 25 
Education/Academic Bldgs 20 


Office Bldgs/Banks/Financial 10 
Residences: 
New/Remodeled/Additions 5 


Mill City Museum, Minneapolis, 
MN; University of Minnesota Reg- 
is Center for Art, Minneapolis, 
MN; St. Paul Central Library Reno- 
vation, St. Paul, MN; Fayetteville 
Public Library, Fayetteville, AR; 
Anderson Corporation Adminis- 
trative and Executive Offices, Oak 
Park Heights, MN; Sunset Ridge 
Townhomes, Minnetonka, MN 
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BILL MICHELS ARCHITECT, P.A. 

275 Market Street, Suite 469 

Minneapolis, MN 55405 

Tel: 612-332-1191 

Fax: 612-332-4462 

E-mail: 
wam@billmichelsarchitect.com 

Web: 
www.billmichelsarchitect.com 

Established 1996 


Bill Michels, AIA 


Firm Personnel by Discipline 


Architectural 2 
Total in Firm 2 
Work 96 

Residences: 
New/Remodeled/Additions 90 
Retail/Commercial 5 
Housing/Multiple 5 
Interior Architecture 5 


Manor House, Shorewood, MN; 
Irish Cottage, County Cork, Ire- 
land; Log Vacation Home, SC; 
Rustic Log Cabin, Lake Vermilion, 
MN; Arts & Crafts Remodel, Min- 
neapolis, MN; German Shepherd 
Country Addition, Inver Grove 
Heights, MN 
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MILLER ARCHITECTURE, INC. 
3335 West St. Germain Street 
P.O. Box 1228 

St. Cloud, MN 56302 

Tel: 320-251-4109 

Fax: 320-240-8711 

E-mail: stuartb@millerab.com 
Web: www.millerab.com 
Established 1994 

Stuart Bailey, AIA 

Brad Torok, AIA 


Firm Personnel by Discipline 


Architectural 6 
Administrative 2 
Total in Firm 8 

Work 96 
Medical Facilities/Health Care 30 
Churches/Worship Facilities — 25 
Office Bldgs/Banks/Financial 20 


Retail/Commercial 15 
Industrial/Mfg/Warehousing 10 
Boy Scouts Center, Sartell, MN; 
Sundial Village, Waite Park, MN; 
Gould Bros., Monticello, MN; 
Crafts Direct, Waite Park, MN; 
Berean Baptist Church, Min- 
neapolis, MN; Second Street Cor- 
porate Center, Waite Park, MN 
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MILLER DUNWIDDIE 

ARCHITECTS, INC. 

123 North Third Street, Suite 104 

Minneapolis, MN 55401 

Tel: 612-337-0000 

Fax: 612-337-0031 

E-mail: 
clau@millerdunwiddie.com 

Web: www. millerdunwiddie.com 

Established 1963 


Craig R. Lau, AIA 
John D. Mecum, AIA 
Charles D. Liddy, AIA 
Mark Miller 


Firm Personnel by Discipline 


Architectural 34 
Interior Designer 3 
Other Professional 2 
Other Technical 1 
Administrative E! 
Total in Firm 44 

Work 96 
Restoration/Preservation 30 
Aviation 20 


Education/Academic Bldgs 20 
Churches/Worship Facilities — 20 
Interior Architecture 10 
Medical Facilities/Health Care 10 
Retail/Commercial 10 
Housing/Multiple 10 


Stillwater Public Library Expansion 
& Renovation, Stillwater, MN; Elk 
Ridge Retail Center, Elk River, MN; 
Wayzata Country Club Addition & 
Renovation, Wayzata, MN; Univer- 
sity of Minnesota , Morris - Social 
Science Building Addition & Reno- 
vation, Morris, MN, MN; Memorial 
Blood Center, Central Supply Facil- 
ity, Eden Prairie, MN; Davita Renal 
Dialysis Clinics, Midwest Region 
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MILLER HANSON PARTNERS 
1201 Hawthorne Avenue 
Minneapolis, MN 55403 

Tel: 612-332-5420 

Fax: 612-332-5425 

Web: www.millerhanson.com 
Established 1962 


Wilton J. Berger, Assoc. AIA 
John P. Rova, AIA 

Kent Simon, AIA 

Link Wilson, AIA 


Firm Personnel by Discipline 


Architectural 19 
Other Technical 1 
Administrative 2 
Total in Firm 22 

Work 96 
Housing/Multiple 85 
Education/Academic Bldgs 10 
Restoration/Preservation 5 


Summit Place, Eden Prairie, MN; St. 
Hedwig's/River Village, Minneapo- 
lis, MN; East Village, Minneapolis, 
MN; St. Therese's, Hopkins, MN; 
Waconia City Hall/ Senior Housing, 
Waconia, MN; Realife Coopera- 
tive/Phalen, St. Paul, MN 
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MJORUD ARCHITECTURE 
12400 12th Avenue North 
Minneapolis, MN 55441 

Tel: 763-544-3871 

Fax: 763-545-4354 

E-mail: mjorud@comcast.net 
Established 1988 


Al Mjorud, AIA 


Work % 
Interior Architecture 30 
Restoration/Preservation 30 


Churches/Worship Facilities 30 
Industrial/Mfg/Warehousing 30 
Municipal Buildings 20 
Animal Shelters 10 
Retail/Commercial 5 


Office Bldgs/Banks/Financial 5 
Animal Humane Society, Coon 
Rapids Shelter, Coon Rapids, MN; 
City Hall Mechanical & Electrical 
Upgrade Project, Coon Rapids, 
MN; Residence & Home Theater, 
Aberdeen, SD; GAF Corporation 
IAQ & Remodeling, Minneapolis, 
MN; GAF Corporation Safety Of- 
fices, Minneapolis, MN; GAF Cor- 
poration Roofing Evaluations, 
Minneapolis, MN 


hed 


MOHAGEN/HANSEN 

ARCHITECTURAL GROUP 

1415 East Wayzata Boulevard, 

Suite 200 

Wayzata, MN 55391 

Tel: 952-473-1985 

Fax: 952-473-1340 

E-mail: 
info@mohagenhansen.com 

Web: www.mohagenhansen.com 

Established 1989 


Continued on next column 


Other MN Offices 
St. Paul 
651-221-2405 


Todd E. Mohagen, AIA 
Mark L. Hansen, AIA 
Lyn A. Berglund, ASID, CID 


Firm Personnel by Discipline 


Architectural 15 
Interior Designer 6 
Administrative 3 
Total in Firm 24 

Work % 
Interior Architecture 90 
Medical Facilities/Health Care 45 
Office Bldgs/Banks/Financial 30 


Industrial/Mfg/Warehousing 10 
Retail/Commercial 10 
Housing/Multiple 5 


Anchor Bank, Blaine, MN; Edina 
Plastic Surgery, Edina, MN; Cen- 
tennial Ridge Retail/Office Devel- 
opment, Eagan, MN; St. Croix Or- 
thopaedics, Stillwater, MN; 
Comm-works Corporate Offices, 
Plymouth, MN; Pilot Knob Den- 
tal, Eagan, MN 
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MUHLENPOH & ASSOCIATES 
3813 Mount Vernon Lane 
Woodbury, MN 55129 

Tel: 612-840-4654 

Fax: 651-702-6294 

E-mail: muhlenpoh@earthlink.net 
Established 1999 


Dale Muhlenpoh, AIA, CID 


Firm Personnel by Discipline 


Both Architect & 

Interior Designer 1 
Administrative 1 
Total in Firm 2 

Work 96 
Residences: 

New/Remodeled/Additions 85 
Interior Architecture 5 
Retail/Commercial 5 
Housing/Multiple 3 


Home, Troy Burne, WI; Private 
Residence, Star Prairie, WI; Luxury 
Home Tour Model, Grant, MN; 
Private Residence, Woodbury, MN; 
Private Residence, Las Vegas, NV 
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NESSET ARCHITECTURE INC. 

6321 Elm Tree Avenue 

Excelsior, MN 55331 

Tel: 952-474-1008 

Fax: 952-474-0228 

E-mail: 
mark@nessetarchitecture.com 

Web: 

www.nessetarchitecture.com 

Established 1977 


Mark L. Nesset, AIA 


Continued on next column 


Work % 


Residences: 
New/Remodeled/Additions 80 
Office Bldgs/Banks/Financial 20 


Birgitta Schoen Building, Wayzata, 
MN; Larson Capital Management 
Office Building, Wayzata, MN; 
Jack Arnold Residence, Shore- 
wood, MN; Swanson Residence, 
Orono, MN; Ruggles Residence/ 
Cabin, Lake Sylvia, MN; Design/ 
Marmo Studio, Excelsior, MN 
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SARAH NETTLETON ARCHITECTS - 
ARCHITECTURE & GARDEN 
DESIGN 

606 Washington Avenue North 
Suite 300 

Minneapolis, MN 55101 

Tel: 612-334-9667 

Fax: 612-334-9669 

E-mail: jdc@sarah-architects.com 
Web: www.sarah-architects.com 
Established 1989 


Sarah Nettleton, AIA 


Firm Personnel by Discipline 


Architectural 2,5 
Landscape Architect 9 
Administrative ES 
Total in Firm 3.5 
Work 96 
Garden Design 40 
Residences: 
New/Remodeled/Additions 40 
Spiritual Retreats 20 


Tofte Cabin, MN; Camp Kings- 
wood, masterplan, Chapel and 
Dining Hall, MN; Residence, St. 
Louis Park, MN; Masterplan for 
country house, grass croquet court, 
pool, gardens, Orono, MN; Skog- 
mo/Morin Garden Room, Min- 
neapolis, MN; Lek Ranch House, 
barn, landscape, out buildings, 
Banner, WY 


* 
Sd 


NEWLAND ARCHITECTURE 

5217 James Avenue South 

Minneapolis, MN 55419 

Tel: 612-926-2424 

E-mail: 
scott@newlandarchitecture.com 

Web: 
www.newlandarchitecture.com 

Established 1999 


Scott J. Newland, AIA 


Work % 

Residences: 
New/Remodeled/Additions 80 
Recreational Facilities 5 
Industrial/Mfg/Warehousing 5 
Retail/Commercial 5 
Office Bldgs/Banks/Financial 5 


New House, Chippewa Falls, WI; 
New House, Plymouth, MN; The 
Minikahda Club - Various Remod- 
elings, Minneapolis, MN; House 
Remodelings and Additions, vari- 
ous Twin Cities locations, MN; In- 
dustrial building remodeling, 
Bloomington, MN 
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GENE J. NICOLELLI, JR., AIA, 
ARCHITECT 

5950-H Teakwood Lane North 
Plymouth, MN 55442 

Tel: 763-551-9357 

Fax: 763-551-9357 

E-mail: ejnarchitect@aol.com 
Established 1997 


Gene J. Nicolelli, Jr., AIA 


Firm Personnel by Discipline 


Architectural 1 
Administrative 15 
Total in Firm 1.5 
Work % 

Residences: 
New/Remodeled/Additions 95 
Housing/Multiple 5 


Wagner Residence, Lakeville, MN; 
Olson Residence Addition, Elk Riv- 
er, MN; Personius Residence Addi- 
tion, Independence, MN; Little 
Residence Addition, Orono, MN; 
Noun-Isbin Residence, 
Addition/Remodel, Edina, MN; 
McFarland Residence Remodel, 
Minnetonka, MN 
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NOReSON INC. 

7900 Hastings Road 

Baxter, MN 56425 

Tel: 218-828-1722 

Fax: 218-825-0253 

E-mail: 
brooke.silvernail@nor-son.com 

Web: www.nor-son.com 

Established 1978 


Other MN Offices: 
Crosslake, MN 
218-692-1722 


Brooke Silvernail, AIA 
Bob Sweeney 


Firm Personnel by Discipline 


Architectural 2 
Both Architect & 

Interior Designer 2 
Interior Designer 1 
Other Technical 8 
Administrative 50 
Field 115 
Total in Firm 179 

Work % 
Residences: 
New/Remodeled/Additions 50 


Office Bldgs/Banks/Financial 15 
Education/Academic Bldgs 10 
Churches/Worship Facilities 5 
Medical Facilities/Health Care 5 
Industrial/Mfg/Warehousing — 5 
Retail/Commercial 5 
Housing/Multiple 5 


Anderson Boathouse, Nisswa, MN; 
Wright Lake Retreat, Ideal Cor- 
ners, MN; Bernardi Lake Retreat, 
Bay Lake, MN; Crow Wing Power 
& Light Offices, Brainerd, MN; 
Mid-Minnesota Federal Credit 
Union, Little Falls, MN; Edina Re- 
alty, Baxter, MN 
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OERTEL ARCHITECTS LTD. 

1795 St. Clair Avenue 

St. Paul, MN 55105 

Tel: 651-696-5186 

Fax: 651-696-5188 

Web: www.oertelarchitects.com 
Established 1996 


Jeffrey L. Oertel, AIA, CCS 


Firm Personnel by Discipline 


Architectural 6 
Interior Designer 1 
Other Technical 1 
Total in Firm 8 

Work % 
Municipal Buildings 55 
Housing/Multiple 15 
Planning 10 
Restoration/Preservation 10 


Office Bldgs/Banks/Financial 5 
Residences: 

New/Remodeled/Additions — 5 
Minnetonka Operations and 
Maintenance Facility, Minneton- 
ka, MN; Dakota County Trans- 
portation Facility, Empire Town- 
ship, MN; Rock Island Lofts, Min- 
neapolis, MN; Richfield Commu- 
nity Center Renovation, Richfield, 
MN; Fridley Public Works Expan- 
sion, Fridley, MN; Lindsay Lofts, 
Minneapolis, MN 
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OKADA GROUP, INC. 

4495 Chatsworth Street North 
St. Paul, MN 55126 

Tel: 651-765-0599 

Fax: 651-765-8324 
Established 1998 


Rick Okada, AIA 
Work % 
Residences: 
New/Remodeled/Additions 100 
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OLIVER & ASSOCIATES, INC. 

1935 West County Road B2 

Suite 410 

Roseville, MN 55113 

Tel: 651-631-8090 

Fax: 651-631-8251 

E-mail: 
roliver@oliverarchitects.com 

Established 1995 


Rolf Oliver, AIA 


Firm Personnel by Discipline 


Architectural 4 
Other Technical 2 
Administrative 2 
Total in Firm 8 

Work % 


Medical Facilities/Health Care 70 
Education/Academic Bldgs 15 
Research Laboratories 10 
Planning 5 


Continued on next column 


Master Plan Phoenix/Scottsdale 
Campuses 2000-2040, Mayo Clin- 
ic, Scottsdale, AZ; Intra-Operative 
MRI Suite, St. Mary's Hospital, 
Rochester, MN; Molecular and 
Bacteriology Laboratories, College 
of Veterinary Medicine, Univ. of 
MN, St. Paul, MN; Tissue Digester, 
College of Veterinary Medicine, 
Univ. of MN, St. Paul, MN; La 
Clinica En Concord Family Prac- 
tice Clinic, West Side Community 
Health Services, St. Paul, MN; 
Hennepin County Community 
Health Clinic Relocation, Min- 
neapolis, MN 


~~ 


OPUS ARCHITECTS & 
ENGINEERS, INC. 

10350 Bren Road West 
Minnetonka, MN 55343 
Tel: 952-656-4444 

Fax: 952-656-4529 

Web: www.opuscorp.com 
Established 1990 


Other Offices: 

Chicago, IL; Denver, CO; Irvine, 
CA; Phoenix, AZ; Rockville, MD; 
San Francisco, CA; Seattle, WA; 
Tampa, FL; Portland, OR; 
Sunrise, FL 

John Albers, AIA 

Priscilla Barclay, AIA 

Larry D. Everson, AIA 

Michael E. Lederle, PE 

Dennis E. Neu, PE 

Ron Schiferl 


Firm Personnel by Discipline 


Architectural 33 
Interior Designer 3 
Engineering 20 
Other Technical 21 
Administrative 4 
Total in Firm 81 

Work 96 


Industrial/Mfg/Warehousing 
Education/Academic Bldgs 15 
Office Bldgs/Banks/Financial 15 


Housing/Multiple 15 
Retail/Commercial 10 
Interior Architecture 5 


Churches/Worship Facilities 5 
Raynor Library, Marquette Univer- 
sity, Milwaukee, WI; Grant Park 
Condominiums, Minneapolis, 
MN; Best Buy Corporate Campus, 
Richfield, MN; University of St. 
Thomas Law School, Minneapolis, 
MN; Arizona Department of Envi- 
ronmental Quality, Phoeniz, AZ; 
Park Shore Plaza Condo Tower, 

St. Petersburg, FL 


:*. 
d 


THE OSTBERG ARCHITECTS 

475 Cleveland Avenue North 

Suite 202 

St. Paul, MN 55104 

Tel: 651-647-9682 

Fax: 651-647-9635 

E-mail: 
linda@ostbergarchitects.com 

Established 1980 


Linda Ostberg, AIA 


Firm Personnel by Discipline 


Architectural 2 
Other Technical .5 
Total in Firm 2:5 
Work 96 
Education/Academic Bldgs 50 
Interior Architecture 30 
Municipal Buildings 10 
Industrial/Mfg/Warehousing 10 
Retail/Commercial 10 
Residences: 
New/Remodeled/Additions 10 


Murray Jr. High Remodeling, St. 
Paul, MN; Camp Ripley Addition 
& Remodeling, Little Falls, MN; 
City Academy/Wilder Rec Center 
Addition, St. Paul, MN; Pine City 
Elementary Remodeling, Pine 
City, MN; Visitation School Addi- 
tion, Mendota Heights, MN; Ace 
Hardware, Pine City, MN 
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PAEPERGROUP LLC 

3346 Hennepin Avenue South 
Minneapolis, MN 55408 

Tel: 612-743-1635 

Fax: 952-474-5362 

E-mail: david.paeper@att.net 
Web: www.paepergroup.com 
Established 2002 


David R. Paeper, AIA 

Work % 
Planning 70 
Office Bldgs/Banks/Financial 20 
Medical Facilities/Health Care 10 
Metropolitan Council, St. Paul, 
MN; Tastefully Simple Corporate 
Headquarters Masterplan, Alexan- 
dria, MN; Rural Cellular Corpora- 
tion Masterplan, Alexandria, MN; 
Minnewaska Regional Health Sys- 
tem Masterplan, Starbuck, MN 
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B. AARON PARKER & 
ASSOCIATES/METROPELIGO 
430 Oak Grove, Suite 205 
Minneapolis, MN 55403 

Tel: 612-824-2915 

Fax: 612-824-8124 

E-mail: aaron@metropeligo.com 
Web: www.metropeligo.com 
Established 1995 


B. Aaron Parker, AIA 


Firm Personnel by Discipline 


Architectural 4 
Both Architect & 

Interior Designer 1 
Administrative 1 
Total in Firm 5 

Work 96 
Education/Academic Bldgs 40 
Urban Design/Land/Planning 35 
Restoration/Preservation 25 
Residences: 

New/Remodeled/Additions 15 
Housing/Multiple 10 


American Swedish Institute Addi- 
tion & Renovation, Minneapolis, 
MN; Midtown Urban Village 
Housing, Minneapolis, MN; Apple 
Valley Central Village (Mixed-Use 
Downtown), Apple Valley, MN; 
Chicago/Nicollet Lake Street 
Study, Minneapolis, MN; Scotts- 
dale Civic Art Urban Design Plan, 
Scottsdale, AZ 
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PARKER DURRANT 

430 Oak Grove, Suite 300 
Minneapolis, MN 55403 

Tel: 612-871-6864 

Fax: 612-871-6868 

E-mail: amccollum@durrant.com 
Web: www.parkerdurrant.com 
Established 1957 


Other Offices: 

Denver, CO; Des Moines, IA; W. 
Des Moines, IA; Dubuque, IA; 
Hartland, WI; Honolulu, HI; 
Madison, WI; Phoenix, AZ; Chica- 
go, IL; St. Louis, MO; Tucson, AZ 


Stephan S. Huh, FAIA 
Gary Mahaffey, FAIA 
Francis Bulbulian, AIA 
Ray Greco, AIA 
Firm Personnel by Discipline 
Architectural 
Both Architect & 
Interior Designer 
Interior Designer 
Engineering 
Other Professional 
Other Technical 
Administrative 
Total in Firm $ 


32 
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Work 96 


Housing/Multiple 25 
Interior Architecture 15 
Municipal Buildings 15 
Office Bldgs/Banks/Financial 15 
Education/Academic Bidgs 10 
Planning 5 
Churches/Worship Facilities 5 
Medical Facilities/Health Care 5S 
Retail/Commercial 5 


Lotte World II Highrise Hotel/Of- 
fice/Retail, Pusan, Korea; Bureau 
of Criminal Apprehension Head- 
quarters, St. Paul, MN; Brooklyn 
Center ISD #256, Brooklyn Cen- 
ter, MN; Hilo Judiciary Complex, 
Hilo, HI; Temple Israel Remodel, 
Minneapolis, MN; Minneapolis 
Convention Center Expansion, 
Minneapolis, MN 
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PAULSEN ARCHITECTS 

209 South 2nd Street, Suite 201 
Mankato, MN 56001 

Tel: 507-388-9811 

Fax: 507-388-1751 

E-mail: bpad@paulsen-arch.com 
Web: www.paulsen-arch.com 
Established 1995 


Bryan J. Paulsen, AIA, CID 
James L. Graham, AIA 
Gregory P. Borchert, CSI 
Staci L. Flemming, ASID 
Mark J. Lawton, PE 

Firm Personnel by Discipline 
Architectural 

Both Architect & 


Interior Designer 1 
Interior Designer 2 
Engineering 2 
Other Technical 7 
Administrative 2 
Total in Firm 18 

Work % 
Interior Architecture 20 
Education/Academic Bldgs 20 
Municipal Buildings 20 
Office Bldgs/Banks/Financial 20 
Churches/Worship Facilities 10 
Medical Facilities/Health Care 10 
Retail/Commercial 10 
Housing/Multiple 10 


Minnesota State University at 
Mankato, Centennial Student 
Union Expansion & Renovation, 
Mankato, MN; University Square 
Mixed-Use Development, Manka- 
to, MN; Pediatric & Adolescent 
Dentistry Clinic, Mankato, MN; 
Pub 500, Mankato, MN; St. Peter 
Community Center, St. Peter, 
MN; Hormel Foods Spam Muse- 
um & Corporate Office South, 
Austin, MN 
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PERKINS, JB ARCHITECTS 
7621 Neal Avenue South 
Hastings, MN 55033 

Tel: 651-436-6966 

Fax: 651-436-3603 
E-mail: jbperk@att.net 
Established 1997 


Jerry Brad Perkins, AIA 

Work % 
40 
20 
20 
20 


Retail/Commercial 
Churches/Worship Facilities 
Medical Facilities/Health Care 
Office Bldgs/Banks/Financial 
Stillwater Marketplace, Stillwater, 
MN; Espresso Donuts, Woodbury, 
MN; Massage Therapy, Wood- 
bury, MN; Keith's Deli, Wood- 
bury, MN; Children's Hospital, 
misson critical design, Minneapo- 
lis, MN; UNISYS, mission critical 
design, Roseville, MN 


PERKINS & WILL 

84 Tenth Street South, Suite 200 
Minneapolis, MN 55403 

Tel: 612-851-5000 

Fax: 612-851-5001 

Web: www.perkinswill.com 
Established 1935 


Other Offices: 

Atlanta, GA; Boston, MA; 
Charlotte, NC; Chicago, IL; 
Houston, TX; Dallas, TX; Los An- 
geles, CA; Miami, FL; Research 
Triangle Park, NC; New York, NY; 
Shanghai, China 


Charles D. Knight, AIA 
David H. Dimond, AIA, CID 
Jeffrey D. Ziebarth, AIA 

Lisa F. Pool, CID 


Firm Personnel by Discipline 


Architectural 435 
Both Architect & 

Interior Designer 1 
Interior Designer 99 
Planner 15 
Other Professional 15 
Other Technical 11 
Administrative 137 
Total in Firm 713 

Work 96 


Medical Facilities/Health Care 40 
Interior Architecture 30 
Education/Academic Bldgs 30 
Beijing Hospital and Clinic, Bei- 
jing, China; Abbott Northwestern 
Hospital Emergency Department, 
Minneapolis, MN; Medica Corpo- 
rate Headquarters, Minnetonka, 
MN; Greater Minneapolis Con- 
vention & Visitors Association, 
Minneapolis, MN; William 
Mitchell College of Law, St. Paul, 
MN; University of Minnesota 
Translational Research Facility, 
Minneapolis, MN 
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PFISTER ASSOCIATES 

5221 Olson Memorial Highway 

Golden Valley, MN 55422 

Tel: 763-545-9798 

Fax: 763-545-9815 

E-mail: 
ppfister@pfisterassociates.com 

Web: www.pfisterassociates.com 

Established 1998 


Peter J. Pfister, AIA 


Work % 
Housing/Multiple 60 
Planning 15 
Office Bldgs/Banks/Financial 10 
Interior Architecture 5 
Retail/Commercial 5 


Residences: 

New/Remodeled/Additions 5 
Summit Place Senior Campus, 
Eden Prairie, MN; Park Summit 
Condominiums, St. Louis Park, 
MN; Parkside Lofts, St. Louis Park, 
MN; Silver Oaks Senior Campus, 
Sartell, MN; Des Moines Senior 
Campus, Clive, IA; Melrose Apart- 
ments, Minneapolis, MN 
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POLLOCK BUCHANAN 

ARCHITECTS 

406 West 65th Street 

Richfield, MN 55423 

Tel: 612-869-2372 

Fax: 612-869-2635 

E-mail: mike? 
pollock-buchanan.com 

Web: www.pollock-buchanan.com 


Other MN Offices: 
Grand Rapids 
218-326-9150 


Michael Pollock, AIA 
Ronald Buchanan 


Firm Personnel by Discipline 


Architectural 4 
Total in Firm 4 

Work 96 
Housing/Multiple 75 
Planning 10 
Interior Architecture 5 
Retail/Commercial 5 
Residences: 


New/Remodeled/Additions 5 


City Bella, 16-story senior hous- 
ing, Richfield, MN; City Bella, 4- 
story market rate, Richfield, MN; 
City Bella, commercial retail, 
Richfield, MN; Burnhaven, senior 
housing, Burnsville, MN; Elm 
Creek, senior housing, Medina, 
MN; City Bella, senior town- 
homses, Richfield, MN 
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POPE ASSOCIATES, INC. 
1255 Energy Park Drive 

St. Paul, MN 55108 

Tel: 651-642-9200 

Fax: 651-642-1101 

E-mail: pholmes@popearch.com 
Web: www.popearch.com 
Established 1974 

Jon R. Pope, AIA 

Paul A. Holmes, Assoc. AIA 
Daniel M. Klecker, AIA 
Steve R. Doughty, AIA 
Randal L. Peek, AIA 


Firm Personnel by Discipline 


Architectural 21 
Both Architect & 

Interior Designer 3 
Interior Designer 4 
Other Professional 2 
Other Technical 7 
Administrative 6 
Total in Firm 43 

Work 96 
Interior Architecture 20 
Housing/Multiple 20 


Education/Academic Bldgs 15 
Medical Facilities/Health Care 15 
Industrial/Mfg/Warehousing 15 
Office Bldgs/Banks/Financial 15 
Churches/Worship Facilities — 10 
Retail/Commercial 10 
Abbott Northwestern Center for 
Outpatient Care, Edina, MN; 
Lifetouch Headquarters Expan- 
sion, Eden Prairie, MN; Grand- 
view Square Condominiums, 
Edina, MN; Regions Eastside 
Specialty Center, St. Paul, MN; 
Argosy University, Eagain, MN; 
Concord Crossroads, Inver 

Grove Heights, MN 
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PORTFOLIO DESIGN 

SERVICES, INC./PMSI, LLC 

2340 North Lexington Avenue 

Roseville, MN 55113 

Tel: 651-631-1300 

Fax: 651-631-1500 

E-mail: aphilger@rosewood 
portfolio.com 

Web: www.rosewoodportfolio.com 

Established 1987 


Other Offices: 
Eau Claire, WI; Wausau, WI 


A. Peter Hilger, AIA, CID 
Larry Sommerfeld, AIA 
Robert Grapentin, AIA 
Collin Holzwarth, RA 
Nate Heuss, AIA 
Premal Sheth, PE 
Firm Personnel by Discipline 
Architectural 10 
Both Architect & 

Interior Designer 
Interior Designer 
Engineering 
Other Professional 
Administrative 
Total in Firm 2 
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Work % 
Education/Academic Bldgs 
Retail/Commercial 
Municipal Buildings 10 
Industrial/Mfg/Warehousing 10 
Office Bldgs/Banks/Financial 10 
Churches/Worship Facilities 5 
Medical Facilities/Health Care 5 


Oak Hill Montessori School, Phase 
2, Shoreview, MN; Baldwin School 
District Expansion, Baldwin, WI; 
Especially For Children Daycare, 
Albertville, MN; Mark-It Graphics, 
Osceola, WI; Jonathan Montes- 
sori/World Learner School, Chas- 
ka, MN; Main Street Marketplace, 
Blaine, MN 
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PORTH ARCHITECTS, LTD 
2836 Lyndale Avenue South 
Minneapolis, MN 55408 
Tel: 612-870-3939 

E-mail: info@porth.com 
Web: www.porth.com 
Established 1991 


Other Offices: 
Red Lodge, MT 


Andrew Porth, AIA, CID 


Firm Personnel by Discipline 


Architectural 3 
Interior Designer 1 
Administrative ES 
Total in Firm 4.5 
Work 96 

Residences: 
New/Remodeled/Additions | 85 
Restoration/Preservation 25 
Retail/Commercial 15 
Interior Architecture 10 


Cottagewood House, Deephaven, 
MN; West Fork Residence, Red 
Lodge, MT; West Isles Restoration, 
Minneapolis, MN; Barn Conver- 
sion, Orono, MN; Mountain Vil- 
lage House, Telluride, CO 


PROFESSIONAL DESIGN 

GROUP, INC. 

105 East Fourth Street, Suite 200 
P.O. Box 641 

Northfield, MN 55057 

Tel: 507-645-2298 

Fax: 507-645-2393 

E-mail: jbraucher@profdesign.com 
Web: www.profdesign.com 
Established 1993 


Jim D. Braucher, PE 
Darin F. Burckhard, PE 
Aaron D. Evenson, AIA 
C. Richard Elias, AIA 
David R. Lyon 

Mark G. Shefchik, PE 


Firm Personnel by Discipline 


Architectural 3 
Engineering + 
Other Technical 3 
Administrative 1 
Total in Firm 11 
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Work % 
Industrial/Mfg/Warehousing 40 
Assisted Living/Senior Housing 20 
Education/Academic Bldgs 10 
Churches/Worship Facilities — 10 
Office Bldgs/Banks/Financial 10 
Housing/Multiple 10 


Malt-O-Meal Company Ware- 
house, Tremonton, UT; St. John's 
Evangelical Lutheran Church, 
New Ulm, MN; Faribault Foods 
Warehouse, Faribault, MN; Laura 
Baker Services Association Hous- 
ing, Northfield, MN; Northfield 
High School remodel, Northfield, 
MN; Malt-O-Meal Company Of- 
fice, Tremonton, UT 
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PROJECT STRATEGIES 

376 B Summit Avenue 

St. Paul, MN 55102 

Tel: 651-373-0751 

E-mail: jwreents@comcast.net 
Established 1993 


James W. Reents, AIA 
Work % 

Project Management/ 

Owner's Representation 100 
Upper Landing #3, St. Paul, MN; 
Drake Building, St. Paul, MN; St. 
Paul Area Chamber of Commerce 
Offices, St. Paul, MN 
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QUIGLEY ARCHITECTS 

212 3rd Avenue North, Suite 300 
Minneapolis, MN 55401 

Tel: 612-692-8850 

Fax: 612-692-8851 

Established 1995 


Tim Quigley, AIA 


Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 4 

Work 96 
Residences: 


New/Remodeled/Additions 100 


New Residence, St. Paul, MN; 
Medina Residence Addition & Re- 
modeling, Medina, MN; Edina 
Residence Addition & Remodel- 
ing, Edina, MN; New Residence, 
Brooksville, ME; Lake of the Isles 
Residence Addition & Remodel- 
ing, Minneapolis, MN; New Resi- 
dence, Shakopee, MN 
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PHIL RADER ARCHITECT, LTD. 
5126 Washburn Avenue South 
Minneapolis, MN 55410 

Tel: 612-920-3955 

Fax: 612-920-3958 

E-mail: prader@philrader.com 
Web: www. philrader.com 
Established 2001 


Phil Rader, AIA 


Firm Personnel by Discipline 


Architectural al 
Administrative 1 
Total in Firm 2 

Work 96 
Residences: 


New/Remodeled/Additions 60 
Churches/Worship Facilities — 20 
Office Bldgs/Banks/Financial 20 
Larson Residence Remodel, Edina, 
MN; Abrams Residence Remodel, 
Shorewood, MN; Carlson Resi- 
dence, Zimmerman, MN; Lake 
Calhoun Professional Building Re- 
model, Minneapolis, MN; 
Oakridge Community Church 
Masterplan, Stillwater, MN; Brun- 
meier Residence Remodel, Min- 
neapolis, MN 


he d 


RAFFERTY RAFFERTY TOLLEFSON 
ARCHITECTS, INC. 

278 East 7th Street 

St. Paul, MN 55101 

Tel: 651-224-4831 

Fax: 651-228-0264 

E-mail: skrisnik@rrtarchitects.com 
Web: www.rrtarchitects.com 
Established 1961 


Craig E. Rafferty, FAIA 
Lee E. Tollefson, FAIA 
Albert W. Lindeke III, AIA 
Paul G. May, AIA 


Firm Personnel by Discipline 


Architectural 7 
Both Architect & 

Interior Designer 4 
Other Technical 2 
Administrative 3 
Total in Firm 16 

Work 96 


Education/Academic Bldgs 35 
Churches/Worship Facilities 35 


Restoration/Preservation 25 
Master Planning 10 
Municipal Buildings 10 
Housing/Multiple 10 


Minnesota Landscape Arboretum 
Visitor Center Expansion, Chan- 
hassen, MN; St. Francis DeSales 
Church, Morgantown, WV; Hill- 
Murray High School Expansion, 
Maplewood, MN; Camp Widjiwa- 
gan Facilities Expansion, Ely, MN; 
Grace United Methodist Church, 
Burnsville, MN; Saint John's Uni- 
versity Student Housing, Col- 
legeville, MN 
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RALPH RAPSON & 

ASSOCIATES, INC. 

409 Cedar Avenue 

Minneapolis, MN 55454 

Tel: 612-333-4561 

Fax: 612-333-4318 

E-mail: info@rapsonarchitects.com 
Web: www.rapsonarchitects.com 
Established 1956 


Ralph Rapson, FAIA 

Toby Rapson, AIA 

Firm Personnel by Discipline 
Architectural 

Interior Designer 

Other Professional 
Administrative 

Total in Firm 

Humanities and Fine Arts Center, 
U of MN, Morris, MN; Rarig Per- 
forming Arts, Radio, and TV Facili- 
ty, U of MN, Minneapolis, MN; 
The Textile Center of Minnesota, 
Minneapolis, MN; Collaborative 
Village Initiative Housing, Min- 
neapolis, MN; The Legends Golf 
Course Clubhouse, Prior Lake, 
MN; 19th Avenue Parking Ramp, 
U of MN, Minneapolis, MN 


are Nr N 
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RB ARCHITECTS, INC. 

750 South Plaza Drive 
Mendota Heights, MN 55126 
Tel: 651-454-8505 

Fax: 651-454-4307 

E-mail: bburow@archtech.com 
Established 1977 


Robert D. Burow, AIA 

Work 96 
Interior Architecture 40 
Churches/Worship Facilities — 35 
Industrial/Mfg/Warehousing 35 
Office Bldgs/Banks/Financial 20 
Planning 5 
Medical Facilities/Health Care 5 


Cummins North Central, White 
Bear Lake, MN; St. Jude Medical 
Inc., Little Canada, MN; Advance 
Corporation, Cottage Grove, MN; 
Shepherd of the Hills Church, Ro- 
seville, MN; Gustavus Adolphus 
Church, St. Paul, MN; Rise Incor- 
porated, various locations, MN 
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RDC ARCHITECTS 

3303 Emmert Street 
Shoreview, MN 55126 
Tel: 651-483-1090 

Fax: 651-482-8892 
E-mail: rdcarch@aol.com 
Established 1981 


Tim Sullivan, AIA 


Work % 

Residences: 
New/Remodeled/Additions 85 
Planning 9 
Interior Architecture 5 
Restoration/Preservation E 
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Randy Moss Residence, Medina, 
MN; Schank/Anderson Residence, 
Gunflint Trail, MN; Heinrich In- 
door Pool Addition, Prior Lake, 
MN; Lasecke Lakehome, Grand 
Rapids, MN; Miller Remodeling & 
Addition, Shoreview, MN; Blesener 
Remodeling, Cottage Grove, MN 
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READY ARCHITECTURAL 
ASSOCIATES, INC. 

11606 Wayzata Boulevard 
Minnetonka, MN 55305 
Tel: 952-979-9231 

Fax: 952-352-9914 

E-mail: readyarch@aol.com 
Established 1991 


Robert W. Ready, AIA, AICP, CSI 


Firm Personnel by Discipline 


Architectural 1 
Other Technical ES 
Administrative 5 
Total in Firm 2 

Work % 
Housing/Multiple 65 
Assisted Living/Alzheimers 20 
Retail/Commercial 5 


Office Bldgs/Banks/Financial 5 
Residences: 
New/Remodeled/Additions 5 
South Creek Village, Family Hous- 
ing, Rapid City, SD; Gilcrease Hills 
Estates, Senior Housing, Tulsa, OK; 
Pioneer Home Foundation, 
Alzheimer Residence, Fergus Falls, 
MN; Westgate Village, Family 
Housing, Grand Forks, ND; Bran- 
don Heights Village Senior Hous- 
ing, Bismarck, ND; Lakewood Vil- 
lage, Family Housing, Mandan, ND 
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REHKAMP LARSON 

ARCHITECTS, INC. 

2732 West 43rd Street 
Minneapolis, MN 55410 

Tel: 612-285-7275 

Fax: 612-285-7274 

E-mail: info@rehkamplarson.com 
Web: www.rehkamplarson.com 
Established 2000 


Mark Larson, AIA 
Jean Rehkamp Larson, AIA 


Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 8 
Work % 

Residences: 
New/Remodeled/Additions 85 
Education/Academic Bldgs 5 
Retail/Commercial S 


Office Bldgs/Banks/Financial — 5 


Ellis Residence, Eden Prairie, MN; 
DuLac Cabin, Ottertail Lake, MN; 
The McFarland Company, Mar- 
shall, MN; Lannin Addition, Edi- 
na, MN; Anderson Residence, 
Minneapolis, MN; Churchyard 
Studio, Minneapolis, MN 
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REPRISE DESIGN, INC. 

12400 Portland Avenue South 
Suite 185 

Minneapolis, MN 55337 

Tel: 952-808-2606 

Fax: 952-808-2608 

E-mail: bjohnson(reprisedesign.com 
Web: www. reprisedesign.com 
Established 1999 


Brian R. Johnson, AIA 
James M. Herget, Assoc. AIA 
Mary Rae Joseph 


Firm Personnel by Discipline 

Architectural 3 
Planner 1 
Other Professional 1 
Other Technical 1 
Total in Firm 6 


Work 96 
Retail/Commercial 40 
Planning 20 
Industrial/Mfg/Warehousing 20 
Office Bldgs/Banks/Financial 20 


Axel's Bonfire Restaurant, St. Paul, 
MN; Owatonna Commons Retail 
Development, Owatonna, MN; 
Byron Towne Square Retail Devel- 
opment, Byron, MN; Central Bank 
Building, Coon Rapids, MN; Re- 
gional Retail Development Plan, 
Twelve Cities; Hankering's All Day 
Restaurant Prototype, Coon 
Rapids and Rosemount, MN 
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RICE*eSTROMGREN ARCHITECTS 
711 West Lake Street, Suite 603 
Minneapolis, MN 55408 

Tel: 612-827-7802 

Fax: 612-827-1528 

E-mail: jstromgren@aol.com 
Established 1961 


Jeff Stromgren, AIA, CID 


v Work 96 
Interior Architecture 50 
Churches/Worship Facilities — 30 
Residences: 
New/Remodeled/Additions 25 
Restoration/Preservation 10 
Education/Academic Bldgs 10 
Municipal Buildings 10 
Housing/Multiple 10 
Industrial/Mfg/Warehousing 5S 
Retail/Commercial 5 


Office Bldgs/Banks/Financial — 5 


Apostolic Christian Church, Mor- 
ris, MN; Pleasant View Town- 
homes, North Mankato, MN; Zion 
Lutheran Church, Chisago City, 
MN; Temple for Minnesota Cam- 
bodian Buddhist Society, Hamp- 
ton, MN; Park Buildings, New Ulm, 
MN; Residences, Various Locations 
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RINGDAHL ARCHITECTS 

510 22nd Avenue Fast, Suite 402 

Alexandria, MN 56308 

Tel: 320-763-9368 

Fax: 320-762-9063 

E-mail: easton@ringdahl 
architects.com 

Web: www.ringdahlarchitects.com 

Established 1998 


Continued on next column 


Paul Ringdahl, AIA 


Firm Personnel by Discipline 


Architectural 2 
Other Technical 1 
Administrative 1 
Total in Firm 4 
Work % 
Restoration/Preservation 10 
Education/Academic Bldgs 10 
Municipal Buildings 10 
Churches/Worship Facilities — 10 
Medical Facilities/Health Care 10 
Industrial/Mfg/Warehousing 10 
Retail/Commercial 10 
Office Bldgs/Banks/Financial 10 
Residences: 
New/Remodeled/Additions 10 
Housing/Multiple 10 


Easton Place Professional Office 
Park, Alexandria, MN; Bethany 
Nursing Home, Chapel, Assisted 
Living, Alexandria, MN; Fergus 
Falls Municipal Liquors, Fergus 
Falls, MN; Alexandria Technical 
College Classroom Building, 
Alexandria, MN; American Nation- 
al Bank, Alexandria, MN; Buffalo 
Family Dental Office, Buffalo, MN 


RJJOHNSON ARCHITECTURE & 

INTERIORS INC. 

26 Second Street NW 

PO Box 326 

Osseo, MN 55369 

Tel: 763-425-0177 

Fax: 763-425-0191 

E-mail: 
robertjohnson@rjjohnson.net 

Web: www.rjjohnson.net 

Established 1990 


Robert J. Johnson, AIA, CID 


Firm Personnel by Discipline 


Both Architect & 

Interior Designer 1 
Administrative 1 
Total in Firm 2 

Work % 
Institutional 25 
Interior Architecture 25 
Restoration/Preservation 15 


Education/Academic Bldgs 15 
Retail/Commercial 
Office Bldgs/Banks/Financial 
Residences: 
New/Remodeled/Additions 10 
Municipal Buildings $ 
Churches/Worship Facilities 5 
Medical Facilities/Health Care 5 
Industrial/Mfg/Warehousing 5 
Housing/Multiple 5 


Broviak/Johnson Residence, Min- 
netonka, MN; Berg North Shore 
Residence, Schroeder, MN; Min- 
nesota Veterans Home, Min- 
neapolis, MN; Shower Renova- 
tions, MCF-Faribault, Faribault, 
MN; Minnesota Retirement Sys- 
tems Bulding, St. Paul, MN; Per- 
pich Center for Arts Education, 
Golden Valley, MN 
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ROZEBOOM MILLER 
ARCHITECTS, INC. 

244 First Avenue North 
Minneapolis, MN 55401 

Tel: 612-332-2110 

Fax: 612-664-8152 

E-mail: tedr@rmarchitects.com 
Established 1996 


Theodore Rozeboom, AIA 
Steven Miller, AIA 


Firm Personnel by Discipline 


Architectural 25 
Interior Designer 1 
Other Technical 3 
Administrative 2 
Total in Firm 31 

Work % 
Education/Academic Bldgs 85 
Municipal Buildings 15 


Northfield Middle School, North- 
field, MN; New Ulm Community 
Center, New Ulm, MN; Chaska 
High School, Chaska, MN; Na- 
tional Sports Center, Event Cen- 
ter, Blaine, MN; Flathead Valley 
Community College, Kalispell, 
MT; Moorhead Public Schools, 
Moorhead, MN 
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RSP ARCHITECTS 

1220 Marshall Street NE 

Minneapolis, MN 55413 

Tel: 612-677-7100 

Fax: 612-677-7499 

E-mail: 
mplsmarketing@rsparch.com 

Web: www.rsparch.com 

Established 1978 


Other Offices: 
Phoenix, AZ 


Michael J. Plautz, AIA 
David C. Norback, AIA 
Jim Fitzhugh, AIA 
Robert M. Lucius, AIA 
Jeremy Mayberg, AIA 
Mic Johnson, AIA 


Firm Personnel by Discipline 


Architectural 110 
Both Architect & 

Interior Designer 4 
Interior Designer 37 
Other Professional 5 
Other Technical 45 
Administrative 22 
Total in Firm 223 

Work % 
Retail/Commercial 30 
Office Bldgs/Banks/Financial 30 
Interior Architecture 25 
Research & Development; 

Laboratories, Research & 

Teaching 10 
Industrial/Mfg/Warehousing 10 
Housing/Multiple 10 
Education/Academic Bldgs 5 
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New West Office Building, Wells 
Fargo Home Mortgage, Min- 
neapolis, MN; Guidant Corpora- 
tion CRM Training Center, Arden 
Hills, MN; Anderson InHome, 
Park City, UT; Village at Nine Mile 
Creek, Bloomington, MN; Tiger 
Sushi, Mall of America, Blooming- 
ton, MN; Aviation Support Facili- 
ty, US Army Reserve Center, Gray 
Army Airfield, Fort Lewis, WA 
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RUST MORRISON WALUARVI 
ARCHITECTS 

4701 Clark Avenue 

White Bear Lake, MN 55110 

Tel: 651-429-1913 

Fax: 651-429-7561 

E-mail: brust@rustarchitects.com 
Web: www.rustarchitects.com 
Established 1980 


Other Offices: 
Webb Lake, WI 


William E. Rust, AIA, CID 


Firm Personnel by Discipline 


Architectural 2 
Both Architect & 

Interior Designer 1 
Administrative 3 
Total in Firm 6 
i. Work 96 
Residences: 

New/Remodeled/Additions 30 
Municipal Buildings 20 
Churches/Worship Facilities — 20 
Retail/Commercial 20 
Office Bldgs/Banks/Financial 10 
Planning 5 
Interior Architecture 5 
Restoration/Preservation 5 


Lake Area Bank Facility, White Bear 
Lake, MN; Bradshaw Funeral and 
Cremation, White Bear Lake, MN; 
Messiah Lutheran Church Addi- 
tion/ Renovation, Lakeville, MN; 
Lametti Office Building, Hugo, 
MN; Manitou Island Residence, 
White Bear Lake, MN; Podvin Park 
& Other Park Structures, White 
Bear Lake, MN 


ROGER SACCOMAN 
ARCHITECTURE, LTD. 
515 East Howard Street 
Hibbing, MN 55746 
Tel: 218-262-4059 

Fax: 218-262-4059 
E-mail: rsacc@uslink.net 
Established 1994 


Roger Saccoman, AIA 


Work 96 
Housing/Multiple 40 
Municipal Buildings 30 
Retail/Commercial 15 


Office Bldgs/Banks/Financial 15 
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Itasca Trailhead Building, Grand 
Rapids, MN; Hibbing HRA Re- 
modeling, Hibbing, MN; 
Chisholm HRA Remodeling, 
Chisholm, MN; Eveleth HRA Re- 
modeling, Eveleth, MN; Itasca 
Nursing Home Remodeling, 
Grand Rapids, MN; Itasca Genera- 
tor Building, Grand Rapids, MN 
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SAGAT ARCHITECTS, P.A. 

4159 Grand Avenue South 
Minneapolis, MN 55409 

Tel: 612-822-8200 

Fax: 612-822-0808 

E-mail: info@sagatarchitects.com 
Established 1955 


John A. Sagat, AIA 


Firm Personnel by Discipline 


Architectural 2 
Total in Firm 2 

Work % 
Retail/Commercial 65 
Office Bldgs/Banks/Financial 15 
Interior Architecture 10 


Medical Facilities/Health Care 5 
Residences: 
New/Remodeled/Additions 5 


Holiday Stationstore, Shakopee, 
MN; Northwest Family Physicians, 
Plymouth, MN; Ambience Spa and 
Salon, Burnsville, MN; A to Z Car 
Wash, Minneapolis, MN; Gander 
Mountain, Janesville, WI; Merwin 
Home Medical, Robbinsdale, MN 
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SALA ARCHITECTS, INC. 

43 Main Street SE, Suite 410 
Minneapolis, MN 55414 
Tel: 612-379-3037 

Fax: 612-379-0001 

Web: www.salaarc.com 
Established 1983 


Other MN Offices: 
Stillwater 
651-351-0961 
Excelsior 
952-380-4817 


Dale Mulfinger, FAIA 
Michaela Mahady, AIA, CID 
Katherine Hillbrand, AIA, CID 
Kelly Davis, AIA, CID 

Joe Metzler, AIA, CID 

Tim Fuller, AIA 

Wayne Branum, AIA 


Eric Odor, AIA 
Firm Personnel by Discipline 
Architectural 37 
Both Architect & 

Interior Designer d 
Administrative 8 
Total in Firm 45 


Work 96 

Residences: 
New/Remodeled/Additions 80 
Interior Architecture 30 
Restoration/Preservation 10 
Education/Academic Bldgs 10 


Housing/Multiple 5 
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University of Minnesota Landscape 
Arboretum Visitors Center, Chan- 
hassen, MN; Home/Studio Church 
Conversion, St. Paul, MN; O'Neill 
Residence, Dallas, TX; St. Croix 
River Retreat, River Falls, WI; 
Lorentzen Log Lodge, Birchwood, 
WI; Causey Kitchen Remodel, St. 
Paul, MN 
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SALMELA ARCHITECT 

852 Grandview Avenue 
Duluth, MN 55812 

Tel: 218-724-7517 

Fax: 218-728-6805 

E-mail: ddsalmela@charter.net 
Established 1994 


David D. Salmela, FAIA, CID 


Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 4 
Work % 

Residences: 
New/Remodeled/Additions 70 
Planning 10 


Interior Architecture 
Restoration/Preservation 
Industrial/Mfg/Warehousing 
Retail/Commercial 


Cn Cn Cn CA 


Yingst Retreat, Traverse City, MI; 
Bolen Residence, St. Louis, MO; 
Wildrice Restaurant, Bayfield, WI; 
Streeter Residence, Greenwood, 
MN; Jackson Meadow, Marine on 
St. Croix, MN; Mayo Woodlands, 
Rochester, MN 
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SCHROCK DEVETTER 
ARCHITECTS, P.A. 

3101 Franklin Avenue East 
Minneapolis, MN 55406 
Tel: 612-338-8225 

Fax: 612-339-0976 

E-mail: info@sdva.com 
Web: www.sdva.com 
Established 1997 


Michael Schrock, AIA 
Michael DeVetter, AIA 


Firm Personnel by Discipline 


Architectural 4 
Other Technical 3 
Administrative 1 
Total in Firm 8 

Work % 
Education/Academic Bldgs 50 
Housing/Multiple 20 
Industrial/Mfg/Warehousing 10 
Retail/Commercial 10 
Office Bldgs/Banks/Financial 10 


Elk River Area Schools; Hennepin 
County Maintenance Facility, 
Bloomington, MN; Courage Center, 
Golden Valley, MN; McDonough 
Homes Modernization, St. Paul, 
MN; River Towers Plaza Renovation, 
Minneapolis, MN; Movement Arts 
Center, Minneapolis, MN 
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SEABORNE ARCHITECTS 

310 Fourth Avenue South, Ste 900 
Minneapolis, MN 55415 

Tel: 612-343-0300 

E-mail: seaborne@qwest.net 
Established 1997 


Jack Seaborne, AIA 


Work % 
Retail/Commercial 30 
Housing/Multiple 30 
Municipal 15 


Education/Academic Bldgs 15 
Residences: 
New/Remodeled/Additions 10 
Shorewood Liquor Store No.2, 
Shorewood, MN; Ichiban Restau- 
rant Remodel, Minneapolis, MN; 
Shoreview Village Townhomes, 
Shoreview, MN; Alliance Francaise 
Remodel, Minneapolis, MN; Fuller 
Cabin, Eagle Lake, MN; Ridgedale 
Mall Remodel, Minnetonka, MN 
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SESSING ARCHITECTS, INC. 

6 Pine Tree Drive, Suite 190 
St. Paul, MN 55112 

Tel: 651-490-1470 

Fax: 651-490-1627 

E-mail: wsessing@sessing.com 
Web: www.sessing.com 
Established 1968 


Ward A. Sessing, AIA 


Work 96 
Churches/Worship Facilities — 70 
Retail/Commercial 10 
Office Bldgs/Banks/Financial 10 
Restoration/Preservation 5 


Medical Facilities/Health Care 5 
Industrial/Mfg/Warehousing 5 


Presbyterian Church of the Way, 
Shoreview, MN; Joe's Sporting 
Goods, Little Canada, MN; 
Buerkle Acura, Brooklyn Park, 
MN; Oak Grove Presbyterian 
Church, Bloomington, MN; Tous- 
ley Motorsports, Vadnais Heights, 
MN; St. Stephanus Lutheran 
Church, St. Paul, MN 
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SETZER ARCHITECTS 

2000 West Main Street 

Red Wing, MN 55066 

Tel: 651-385-2218 

Fax: 651-385-2251 

E-mail: setzarch@redwing.net 
Web: www.setzerarchitects.com 
Established 1988 


Steven Setzer, AIA 
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Work 96 
Office Bldgs/Banks/Financial 25 


Recreational/Sports/ 

Athletic Facilities 20 
Restoration/Preservation 20 
Retail/Commercial 15 
Residences: 


New/Remodeled/Additions 15 
Medical Facilities/Health Care 5 


Christ Episcopal Addition, Red 
Wing, MN; Residential Condos, 
Red Wing, MN; Welch Village Ski 
Area Addition, Welch, MN; Cen- 
tral Commons Office Building, 
Hastings, MN; Forever Young Fit- 
ness Center, Pepin, WI; Main 
Street Mall, Red Wing, MN 
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SHORT ELLIOT HENDRICKSON 
(SEH) 

3535 Vadnais Center Drive 

St. Paul, MN 55110 

Tel: 800-325-2055 

Fax: 651-490-2150 

Web: www.sehinc.com 
Established 1927 


Other MN Offices: 
Minneapolis, 612-758-6700; 
Minnetonka, 800-734-6757; 
St. Cloud, 800-572-0617 
Brainerd, 218-828-3300; 
Duluth, 888-722-0547; 
Virginia, 218-741-4284; 
Grand Rapids, 218-322-4500; 
Gaylord, 800-838-8666; 
Glencoe, 320-864-2885; 
Rochester, 507-529-7200; 
Worthington, 507-376-5888 


Other Offices: 

Chippewa Falls, WI; Rice Lake, WI; 
Wausau, WI; Madison, WI; 
Appleton, WI; Milwaukee, WI; 
Chicago, IL; Lake County, IN; 
Gary, IN; Sioux Falls, SD; 
Bozeman, MT; Cheyenne, WY; 
Boulder, CO; Denver, CO; 

Fort Collins, CO; Pueblo, CO 


David J. Pillatzke, PE 
Nancy G. Schultz, AIA 
Bradley E. Forbrook, AIA 
Steven A. Gausman, AIA 


Municipal Buildings 45 
Education/Academic Bldgs 15 
Churches/Worship Facilities — 15 
Office Bldgs/Banks/Financial 15 
Hudson Water Treatment Plant, 
Hudson, WI; Fortune Bay Golf 
Course Clubhouse, Tower, MN; 
Public Safety Facility, Mound, 
MN; U.S. Fish & Wildlife Service, 
Big Muddy Interpretive Center, 
Columbia, MO; Olmsted County 
Historical Museum, Rochester, 
MN; St. Cloud Regional Airport 
Tower, St. Cloud, MN 
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SJA ARCHITECTS 

1831 East 8th Street 

Duluth, MN 55812 

Tel: 218-724-8578 

Fax: 218-724-8717 

E-mail: ken.johnson@stanius 
johnson.com 

Web: www.staniusjohnson.com 

Established 1976 


Other MN Offices: 

St. Cloud, Wemlinger 
Architecture, a divison of SJA 
320-253-2100 


Kenneth Johnson, AIA, CID 
Ronald E. Stanius, AIA, CCS 
Rickard A. Stanius, AIA, CSI 
Steven B. P. Kalkman, AIA 
Brian D. Morse, AIA, CID 


Firm Personnel by Discipline 


Architectural 9 
Interior Designer 2 
Other Professional 1 
Other Technical 1 
Administrative 4 
Total in Firm 17 

Work % 
Education/Academic Bldgs 40 
Municipal Buildings 20 
Restoration/Preservation 10 
Retail/Commercial 10 
Housing/Multiple 10 


Industrial/Mfg/Warehousing 5 
Office Bldgs/Banks/Financial — 5 
Library, University of Minnesota, 
Duluth, MN; Weber Music Hall, 
University of Minnesota, Duluth, 
MN; Swenson Science Building, 
University of Minnesota, Duluth, 
MN; Jail, Law Enforcement Center, 
Superior, WI; Public Safety Build- 
ing, Hermantown, MN; Fond Du 
Lac Tribal & Community College, 
Cloquet, MN 
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SJOQUIST ARCHITECTS, INC. 
2001 University Avenue SE 
Suite 200 

Minneapolis, MN 55414 
Tel: 612-379-9233 

Fax: 612-379-9263 

E-mail: sai@sjoquist.com 
Web: www.sjoquist.com 
Established 1993 

Carl Robertson, AIA 

Mark Tolvstad, CSI 
Michael Berg, AIA 


Firm Personnel by Discipline 


Architectural 4 
Interior Designer 1 
Other Technical 1 
Administrative 1 
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Total in Firm 
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Work 96 
Medical Facilities/Health Care 40 
Municipal Buildings 20 
Churches/Worship Facilities — 20 
Retail/Commercial 20 
Housing/Multiple 20 
Interior Architecture 10 
Restoration/Preservation 10 


Fireweed Medical Building, An- 
chorage, AK; Tessar Dental Centre, 
Oakdale, MN; Bottineau Lofts, 
Minneapolis, MN; Old Chicago 
Restaurant, Eden Prairie, MN; 
Pearson Orthodontics, Edina, MN; 
Word of Peace Lutheran Church, 
Rogers, MN 
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SKAADEN-HELMES 

ARCHITECTS 

401 North Third Street, Suite 100 

Minneapolis, MN 55401 

Tel: 612-339-9260 

Fax: 612-339-5052 

E-mail: skaadenhelmes@ 
compuserve.com 

Established 1985 


Craig M. Skaaden, AIA, CID 
L. Scott Helmes, AIA 


Firm Personnel by Discipline 


Architectural 3 
Both Architect & 

Interior Designer 1 
Interior Designer 1 
Other Technical 2 
Total in Firm 7 

Work 96 


Medical Facilities/Health Care 45 
Education/Academic Bldgs 40 
Interior Architecture 10 
Residences: 

New/Remodeled/Additions 5 
University of Minnesota Physicians 
Imaging Center, Minneapolis, MN; 
Loft, Great Northern Building, St. 
Paul, MN; University of Minnesota 
Vascular Biology Center Laborato- 
ry, Minneapolis, MN; HCMC Fami- 
ly Waiting Areas & Standards, Min- 
neapolis, MN; Minnhealth Family 
Clinic, Woodbury, MN; Commu- 
nity University Healthcare Clinic, 
Minneapolis, MN 


$ 
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SKD ARCHITECTS INC. 
11140 Highway 55, Suite A 
Plymouth, MN 55441 

Tel: 763-591-6115 

Fax: 763-591-6119 
Established 1977 


Steve Kleineman, AIA, CID 


Firm Personnel by Discipline 


Architectural 2 
Both Architect & 

Interior Designer 1 
Interior Designer 1 
Other Technical 4 
Administrative 1 
Total in Firm 9 

Work % 
Residences: 

New/Remodeled/Additions 75 
Space Planning 15 
Interior Architecture 10 


Private Residence, White Bear 
Lake, MN; Paster Residence, Sun- 
fish Lake, MN; Rubin Residence, 
Minneapolis, MN; Cambria Interi- 
ors, Le Sueur, MN; Private Resi- 
dence, North Oaks, MN; Sudit 
Dental Interiors, Minnetonka, MN 
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SLL/LEO A DALY 

730 2nd Avenue South, Ste 1100 
Minneapolis, MN 55402 

Tel: 612-338-8741 

Fax: 612-338-4840 

E-mail: gnfern@leoadaly.com 
Web: www.leoadaly.com 
Established 1915 


Other Offices: 

Atlanta, GA; Dallas, TX; Austin, 
TX; Forth Worth, TX; Hong Kong; 
Honolulu, HI; Houston, TX; Las 
Vegas, NV; Los Angeles, CA; Mia- 
mi, FL; Omaha, NE; Phoenix, AZ; 
San Antonio, TX; Waco, TX; 
Washington, D.C. 


Robert E. Egge, AIA 
Charles M. Ault, PE 
Wesley Grandstrand 
Howard F. Goltz, AIA 
Jerome A Ritter, AIA, CID 


Firm Personnel by Discipline 


Architectural 35 
Both Architect & 

Interior Designer d 
Interior Designer 2 
Engineering 42 
Administrative 17 
Total in Firm 100 

Work 96 
Interior Architecture 60 
Industrial/Mfg/Warehousing 35 
Telecommunications & 

Military 30 
Restoration/Preservation 20 


Medical Facilities/Health Care 10 
Education/Academic Bldgs 5 
Municipal Buildings 5 
Churches/Worship Facilities 5 
Retail/Commercial 5 
Office Bldgs/Banks/Financial 5 


Continued on next column 


Fairview Red Wing Medical Cen- 
ter, Red Wing, MN; Veterans Af- 
fairs Medical Center, Tomah, WI; 
Squadron Operations Facility - 
37th Bomb Squadron, Ellsworth 
AFB, SD; Visitors Quarters, Kunsan 
Air Force Base, Republic of Korea; 
SYSCO Foods, Fargo, ND; Safeway 
Inc., Auburn, WA 
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SMILEY GLOTTER NYBERG 
ARCHITECTS, INC. 

111 Washington Avenue North 
Minneapolis, MN 55401 

Tel: 612-332-1401 

Fax: 612-332-1405 

E-mail: mail@sgnarchitects.com 
Established 1924 


Gary R. Nyberg, AIA, ASID 
Jim A. Wilson, AIA 
Jeri C. Fink, AIA 


Firm Personnel by Discipline 


Architectural 4 
Both Architect & 

Interior Designer 1 
Interior Designer 1 
Planner 1 
Other Professional 2 
Administrative 3 
Total in Firm 12 

Work 96 
Education/Academic Bldgs 4^9 
Interior Architecture 20 


Municipal Buildings 5 
Churches/Worship Facilities 5 
Medical Facilities/Health Care 5 
Office Bldgs/Banks/Financial — 5 
Housing/Multiple 5 


Jamestown Schools, Jamestown, 
ND; Mille Lacs Band of Ojibwe Fl- 
der Housing, Onamia, MN (with 
McGreager & Hinkley); Sartell/St. 
Stephen Schools, Sartell, MN; Fel- 
lowship Missionary Baptist 
Church, Minneapolis, MN; Eagle 
Crest Capital Bank, Edina, MN; 
Hennepin County Government 
Center - 2 Restaurants, Minneapo- 
lis, MN 
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SMITH ARCHITECTS 

6215 Cambridge Street 
Minneapolis, MN 55416 
Tel: 952-925-3788 

Fax: 952-925-5843 

E-mail: smitharchs@aol.com 
Established 1980 


John T. Smith, AIA, CID 


Work % 
Industrial/Mfg/Warehousing 25 
Retail/Commercial 29 
Office Bldgs/Banks/Financial 25 
Interior Architecture 15 
Residences: 


New/Remodeled/Additions 


10 


Continued on next column 


Grace Bay Court, Providenciales, 
Turks & Caicos Islands, BVI; Citi- 
zens Independent Bank, Hopkins, 
MN; Hopkins Business Center, 
Hopkins, MN; The Lutz Compa- 
ny, Brooklyn Park, MN; Resource 
Handling, Inc, Minneapolis, MN; 
Duggan's Restaurant & Bar, St. 
Louis Park, MN 
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SMSQ ARCHITECTS, INC. 
205 Water Street South 
Northfield, MN 55057 
Tel: 507-645-4461 

Fax: 507-645-7682 
E-mail: info@smsq.com 
Web: www.smsq.com 
Established 1949 


Steven Edwins, AIA 


Firm Personnel by Discipline 


Architectural 6 
Other Professional 1 
Other Technical 1 
Administrative 1 
Total in Firm 9 
Work % 
Churches/Worship Facilities 75 
Restoration/Preservation 25 
Interior Architecture 20 
Education/Academic Bldgs 10 
Retail/Commercial 5 
Residences: 
New/Remodeled/Additions 5 


Housing/Multiple 5 


St. John's Lutheran Church, 
Northfield, MN; Peace Lutheran 
Church, Plymouth, MN; Trinity 
Lutheran Church, Lindstrom, 
MN; Church of St. Catherine, Red- 
wood Falls, MN; St. John's Church 
and School, Chaska, MN; T.B. 
Sheldon Theatre, Red Wing, MN 
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SMUCKLER ARCHITECTURE, INC. 

7509 Washington Avenue South 

Edina, MN 55439 

Tel: 952-828-1908 

Fax: 952-828-6007 

Web: 
www.smucklerarchitects.com 

Established 1978 


Jack D. Smuckler, AIA 


Firm Personnel by Discipline 


Architectural 4 
Other Technical 2 
Administrative 1 
Total in Firm 7 
Work % 

Residences: 
New/Remodeled/Additions 75 


Office Bldgs/Banks/Financial 15 
Retail/Commercial 10 
Skadron Residence, West St. Paul, 
MN; Rubinger Residence, Min- 
netonka, MN; Graff Residence, 
Eden Prairie, MN; Residence, 
Champlin, MN; Boyer Ford, Min- 
neapolis, MN; Rotenberg Office 
Building, Minnetonka, MN 
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JULIE SNOW ARCHITECTS 
527 Marquette Avenue, Ste 2400 
Minneapolis, MN 55402 
Tel: 612-359-9430 
Fax: 612-359-9530 
E-mail: 
mail@juliesnowarchitects.com 
Web: 
www. juliesnowarchitects.com 
Established 1995 


Julie V. Snow, FAIA 

Firm Personnel by Discipline 
Architectural 

Administrative 1 


Total in Firm 10 

Work % 

Housing/Multiple 30 

Education/Academic Bldgs 20 

Office Bldgs/Banks/Financial 20 
Residences: 

New/Remodeled/Additions 20 


Other 15 
Industrial/Mfg/Warehousing 5 


Humboldt Lofts, Minneapolis, 
MN; Great Plains Software, Fargo, 
ND; Sth Precinct Police Station, 
Minneapolis MN; Koehler Resi- 
dence, Bay of Fundy, Canada; Park 
Avenue Lofts, Minneapolis, MN 
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SOLART, INC. 

1427 West 27th Street 
Minneapolis, MN 55408 
Tel: 612-872-7101 

E-mail: info@solartinc.com 
Established 1992 


Ronald Fergle, AIA 


Firm Personnel by Discipline 


Architectural 1 
Administrative 1 
Total in Firm 2 
Work 96 
Computer Consulting 40 
Residences: 
New/Remodeled/Additions 25 
Housing/Multiple 25 
Interior Architecture 10 
Churches/Worship Facilities — 10 


Fergle/Gross Residential Remodel- 
ing and Kitchen Addition, Min- 
neapolis, MN; Lederman Residen- 
tial Remodeling and Kitchen Addi- 
tion, Minneapolis, MN; Mayo 
Clinic Charter House Assisted Liv- 
ing Care Facility, with NTP, 
Rochester, MN; New Century 
Townhomes with Country Home 
Builders & NTP, Maplewood, MN; 
St. James Presbyterian Church with 
Biko Associates, St. James, MN; 
CAFM Implementation (Computer 
Aided Facilities Management) with 
JCG, Minneapolis, MN 
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LUCIAN ED SOLTVEDT ARCHITECT 
10132 Johnson Avenue South 
Bloomington, MN 55437 

Tel: 952-831-5741 

Fax: 952-831-5741 

Established 1983 


Lucian E. Soltvedt, AIA 


Firm Personnel by Discipline 


Architectural 1 
Administrative 1 
Total in Firm 2 

Work % 
Code Consulting Services 30 
Interior Architecture 20 
Retail/Commercial 20 


Churches/Worship Facilities 10 
Industrial/Mfg/Warehousing 10 
Office Bldgs/Banks/Financial 10 
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STAGEBERG BEYER SACHS, INC. 
115 North 4th Street 
Minneapolis, MN 55401 

Tel: 612-375-1399 

Fax: 612-342-2659 

E-mail: bbeyer@sbsarchitects.com 
Web: www.sbsarchitects.com 
Established 1986 


William Beyer, FAIA 
Dennis Sachs, AIA 


Firm Personnel by Discipline 


Architectural 5 
Administrative 1 
Total in Firm 6 
n Work 96 
Recreational/Sports/ 

Athletic Facilities 25 
Education/Academic Bldgs 25 
Parking/Transit 20 
Restoration/Preservation 20 
Municipal Buildings 20 
Interior Architecture 15 
Residences: 


New/Remodeled/Additions 10 
University of Minnesota Jones 
Hall Rehabilitation, Minneapolis, 
MN; University of Minnesota 
Walter Digital Technology Cen- 
ter/Science and Engineering Li- 
brary, Minneapolis,MN; Universi- 
ty of Minnesota Elmer L. Ander- 
sen Library, Minneapolis, MN; 
Hennepin County PSF Skyways, 
Minneapolis, MN; Metro Transit 
Foley Park and Ride Facility, Coon 
Rapids, MN; Courage Center Ther- 
apy Pool, Golden Valley, MN 


STATION NINETEEN 
ARCHITECTS, INC. 

2001 University Ave. SE, Ste 100 
Minneapolis, MN 55414 

Tel: 612-623-1800 

Fax: 612-623-0012 

E-mail: station19@station19.com 
Web: www.station19.com 
Established 1974 


Continued on next column 
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Other Offices: 
Wausau, WI 


Richard Brownlee, AIA, CID 

Ray Geiger, AIA 

Ann Kuntz 

Darrel LeBarron, AIA 

Tom Peterson, Assoc. AIA 
Nicole LeBarron Thompson, AIA 


Firm Personnel by Discipline 


Architectural 8 
Both Architect & 

Interior Designer 2 
Interior Designer 1 
Planner 2 
Other Technical 2, 
Administrative 2 
Total in Firm 17 

Work 96 
Churches/Worship Facilities — 80 
Planning 5 
Interior Architecture S 
Restoration/Preservation 5 
Education/Academic Bldgs 3 


Hosanna!, Lakeville, MN; Sheri- 
dan Lutheran Church, Lincoln, 
NE; First Baptist Church, 
Rochester, MN; Woodlands Evan- 
gelical Free Church, Stevens Point, 
WI; Memorial Firefighters Muse- 
um, Minneapolis, MN; Club 3 De- 
grees At The New Union, Min- 
neapolis, MN 


-* 


CHARLES R. STINSON, ARCHITECT 
18304 Minnetonka Boulevard 
Deephaven, MN 55391 

Tel: 952-473-9503 

Fax: 952-473-4371 

E-mail: info@crsarch.com 

Web: www.crsarch.com 
Established 1980 


Charles R. Stinson, AIA, ASID 
Firm Personnel by Discipline 
Architectural 1 
Both Architect & 

Interior Designer i} 
Interior Designer 1 
Other Technical 2 
Total in Firm 5 


Residences: 
New/Remodeled/Additions 70 
Interior Architecture 20 
Churches/Worship Facilities 5 
Housing/Multiple 5 


Lotus Lake Neighborhood, 
Chanhassen, MN; Sewell Resi- 
dence, Minneapolis, MN; Private 
Residence, Minneapolis, MN; 

20 Parade of Homes features and 
awards; Lessa & Sam's Residence, 
Christmas Lake, MN; Altman Resi- 
dence, Minnetonka, MN 
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STUDIO FIVE ARCHITECTS, INC. 

420 North 5th Street, Suite 1170 

Minneapolis, MN 55401 

Tel: 612-339-0605 

Fax: 612-337-5394 

E-mail: 
lindamh@studiofivearch.com 

Established 1987 


Thomas E. Hunt, AIA 

Linda McCracken-Hunt, AIA 
Michael Pederson, AIA 

Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 10 

Work % 
Education/Academic Bldgs 50 
Owners Representative 30 


Medical Facilities/Health Care 30 


Restoration/Preservation 20 
Interior Architecture 20 
Industrial/Mfg/Warehousing 10 
Housing/Multiple 10 
Planning 10 


Department of Human Services 
Office Building, St. Paul, MN; St. 
Catherines Library and Student 
Union, St. Paul, MN; MAST Labo- 
ratory Building, Minneapolis, MN; 
Bierman Field Athletic Building, 
Minneapolis, MN; Hennepin 
County Government Center Plaza, 
Minneapolis, MN; Fairview Hospi- 
tal Remodeling, Minneapolis, MN 


STUDIOWORKS 

510 First Avenue North, Suite 650 

Minneapolis, MN 55403 

Tel: 612-252-9070 

Fax: 612-252-9070 

E-mail: 
studioworks_2000@yahoo.com 

Established 1995 


Carolyn L. Krall, AIA 
Steve Johnston, PE 
Darren Lazan, RLA 


Firm Personnel by Discipline 


Architectural 1 
Engineering 1 
Landscape Architect 1 
Total in Firm 3 

Work % 
Planning 60 
Housing/Multiple 20 
Restoration/Preservation 10 
Churches/Worship Facilities 10 
Retail/Commercial 10 


Mendota Heights Town Center, 
Mendota Heights, MN; Orono Vil- 
lage, Orono, MN; Big Lake Rede- 
velopment Study, Big Lake, MN; 
Mound Harbor Renaissance, 
Mound, MN; North Lyndale Rede- 
velopment Plan, Minneapolis, 
MN; Nicollet Avenue Develop- 
ment Plan, Minneapolis, MN 
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THE SULLIVAN GROUP 
ARCHITECTS INC. 

79 13th Avenue NE, Suite 107 
Minneapolis, MN 55413 

Tel: 612-331-6490 

Fax: 612-331-6471 
Established 1985 


Charles E. Sullivan, AIA, CID 


Firm Personnel by Discipline 


Architectural 1 
Other Technical .5 
Administrative .5 
Total in Firm 2 

Work 96 
Interior Architecture 40 


Medical Facilities/Health Care 20 
Facility Consulting/Inspection 15 
Industrial/Mfg/Warehousing 15 
Office Bldgs/Banks/Financial 15 


Retail/Commercial 10 
Residences: 
New/Remodeled/Additions 10 
Housing/Multiple 10 
Churches/Worship Facilities 5 


Our Lady of Lourdes, Building 
Evaluation, Minneapolis, MN; 
Townhomes of Citiscape, Building 
Evaluation & Renovation, Min- 
neapolis, MN; Emily's Lebanese 
Deli, Minneapolis, MN; St. Antho- 
ny In Towne Townhomes, Build- 
ing Evaluation & Renovation, 
Minneapolis, MN; Aspen Waste 
Inc, Interiors, Minneapolis, MN 
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TEA, ARCHITECTS INC. 

2724 West 43rd Street 
Minneapolis, MN 55410 

Tel: 612-929-2800 

Fax: 612-929-2820 

E-mail: info@tea2architects.com 
Web: www.tea2architects.com 
Established 1980 


Tom Ellison, AIA, CID 
Dan Nepp, AIA, CID 


Firm Personnel by Discipline 


Architectural 18 
Both Architect & 

Interior Designer 2, 
Other Technical 3 
Total in Firm 23 
Work % 

Residences: 


New/Remodeled/Additions 88 
Medical Facilities/Health Care 12 


New Residences in MN, AL, WI 
Canada; Addition/remodels in 
Minneapolis Lakes area, various 
locations in MN, WI; Small com- 
mercial medical work locally and 
nationally 
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JOHN IVEY THOMAS ASSOCIATES 
413 East Superior Street 

Duluth, MN 55802 

Tel: 218-722-8271 

Fax: 218-722-9550 

E-mail: jitassoc@cpinternet.com 
Established 1961 

John Ivey Thomas, AIA, CID 
Robert W. Fern, AIA, CID 

Patricia Martenson 


Firm Personnel by Discipline 


Architectural 1 
Both Architect & 

Interior Designer 2 
Administrative 2 
Total in Firm S 


Work 96 
Education/Academic Bldgs 20 
Retail/Commercial 20 
Residences: 
New/Remodeled/Additions 20 
Municipal Buildings 10 
Office Bldgs/Banks/Financial 10 
Restoration/Preservation 5 
Medical Facilities/Health Care 5 
Industrial/Mfg/Warehousing 5 
Housing/Multiple 5 


Lake Superior Shores Townhome 
Development, Duluth, MN; MN 
Veterans Home, New Roof, Silver 
Bay, MN; McGladrey Pullen Office 
Renovation, Duluth, MN; Denfeld 
High School Auditorium Restora- 
tion, Duluth, MN; Northland 
Medical Building, Miscellaneous 
Renovations, Duluth, MN; Private 
Residences 


THORBECK ARCHITECTS, LTD. 
1409 Willow Street 
Minneapolis, MN 55403 

Tel: 612-871-7979 

Fax: 612-871-8088 

E-mail: dewey@thorbeck.com 
Web: www.thorbeck.com 
Established 1969 


Dewey Thorbeck, FAIA 

Firm Personnel by Discipline 
Architectural 4 
Engineering 1 
Administrative 2 
Total in Firm 7 


Work 96 


Education/Academic Bldgs 30 
Municipal Buildings 30 
Interpretive 20 
Restoration/Preservation 20 
Residences: 
New/Remodeled/Additions 10 
Planning 5 
Interior Architecture 3 


Continued on next column 
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Woodbury Central Park/Washing- 
ton County Library, Woodbury, 
MN; Milton Hershey School, Ani- 
mal and Dairy & Foods Processing 
Center, Hershey, PA; Equine Cen- 
ter, College of Veterinary Medicine, 
University of Minnesota, St. Paul 
Campus, St. Paul, MN; Anderson 
Center at Tower View, Master Plan 
and Barn Renovation, Red Wing, 
MN; Stillwater Downtown Park & 
Historic Building Renovation, Still- 
water, MN; City of Brooklyn Park 
Police Station Remodel and Addi- 
tion, Brooklyn Park, MN 


7 
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3 STUDIOS, INC. 

219 North Second Street, Ste 100 
Minneapolis, MN 55401 

Tel: 612-746-3993 

Fax: 612-746-3990 

E-mail: info@3studios.net 

Web: www.3studios.net 
Established 1997 


Richard C. Lundin II, AIA 


Julie Oseid MacLeod 
Firm Personnel by Discipline 
Architectural 3 
Total in Firm 3 
= Work 96 
Interior Architecture 60 
Residences: 
New/Remodeled/Additions 60 
Retail/Commercial 35 


Office Bldgs/Banks/Financial 5 


Abdo, Eick & Meyers - Brett's Build- 
ing, Mankato, MN; University of 
Minnesota Foundation Investment 
Advisors, Minneapolis, MN; Pintail 
Lodge, Mexico; Gilbert/Amundson 
Residence, Minneapolis, MN; Van 
Batavia Residence, Delano, MN; 
Seester's - The Shoppes at Arbor 
Lakes, Maple Grove, MN 
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TKDA 

1500 Piper Jaffray Plaza 

444 Cedar Street 

St. Paul, MN 55101 

Tel: 651-292-4400 

Fax: 651-292-0083 

E-mail: aefacilities@tkda.com 
Web: www.tkda.com 
Established 1910 


Other Offices: 
Aurora, IL 


Richard Sobiech, PE 
Robert Boyer, PE 

William Deitner, PE 
Vincent Montgomery, PE 
Dean A. Johnson, AIA 


Firm Personnel by Discipline 
Architectural 
Both Architect & 

Interior Designer 6 
Interior Designer 1 
Engineering 70 
Landscape Architect 2 
Planner 2 
Other Professional 4 
Other Technical 73 
Administrative 
Total in Firm 


Continued on next column 


Work 96 
Recreational/Sports/ 

Athletic Facilities 30 
Industrial/Mfg/Warehousing 30 
Municipal Buildings 20 
Office Bldgs/Banks/Financial 10 
Interior Architecture 5 


Education/Academic Bldgs 5 


Cretin-Derham Hall Arts & Athlet- 
ic Expansion, St. Paul, MN; Com- 
munity Center, City of Eagan, 
MN; College of St. Scholastica 
Sports & Recreation Facilities, Du- 
luth, MN; City Hall, Police & Fire 
Station, N. St. Paul, MN; Library & 
Technology Center, Concordia 
University, St. Paul, MN; Hi- 
awatha Light Rail Transit Vehicle 
Maintenance/Shops/Stations, 
Minneapolis, MN 
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TSP 

1500 Highway 52 North 
Rochester, MN 55901 

Tel: 507-288-8155 

Fax: 507-288-7220 

E-mail: williamskb@teamtsp.com 
Web: www.teamtsp.com 
Established 1969 


Other MN Offices: 
Minnetonka, MN 
952-474-3291 


Other Offices: 

Sioux Falls, SD; Rapid City, SD; 
Omaha, NE; Denver, CO; 
Sheridan, WY; Marshalltown, IA 
J. Nicholas Ruehl, AIA 

Bert E. Haglund, AIA 

Rick G. Wessling, AIA 

Steven D. Sorensen, AIA 
William T. Meschke, AIA 

Roger K. Toulouse, PE 


Firm Personnel by Discipline 


Architectural 18 
Interior Designer 2 
Engineering 12 
Other Professional 2 
Other Technical 6 
Administrative 6 
Total in Firm 46 

Work 96 
Education/Academic Bldgs 30 


Medical Facilities/Health Care 30 
Municipal Buildings 20 
Office Bldgs/Banks/Financial 20 
Doral Eaglewood Conference Cen- 
ter Resort & Spa, Chicago, IL; 
Olmsted County Work Release Fa- 
cility, Rochester, MN; Mayo Clin- 
ic, multiple projects, Rochester, 
MN; Westonka Educational Ser- 
vice Center & Athletic Field, Min- 
netrista, MN; TSP Office Building, 
Minnetonka, MN; Hazelden Foun- 
dation, multiple projects, Center 
City, MN 
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20 BELOW STUDIO 

11 Fourth Street NE, Suite 201 
Minneapolis, MN 55413 

Tel: 612-378-2021 

Fax: 612-378-2024 

E-mail: info@20belowstudio.com 
Web: www.20belowstudio.com 
Established 2002 

Joseph M. Hamilton, AIA, CID 
Kevin A. Rolfes, Assoc. AIA 
Heather Rose-Dunning 


Firm Personnel by Discipline 


Both Architect & 

Interior Designer 5 
Total in Firm 5 
Work 96 
Interior Architecture 80 
Office Bldgs/Banks/Financial 50 
Retail/Commercial 40 
Other 10 


CPP North America, St. Louis 
Park, MN; Figlio Renovation, Min- 
neapolis, MN; The Oceanaire 
Seafood Room, multiple locations 
nationwide; Malt-O-Meal, Min- 
neapolis, MN; Rider Bennett, Min- 
neapolis, MN; Qdoba, Chanhas- 
sen, MN 
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LAUREL ULLAND ARCHITECTURE * 
2836 Lyndale Avenue South, 
Greenway Level 

Minneapolis , MN 55408 

Tel: 612-874-1086 

Fax: 612-841-1089 

E-mail: laurel@laurelulland.com 
Web: www.laurelulland.com 


Laurel Ulland, Assoc. AIA 


Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 5 
Work 96 

Residences: 
New/Remodeled/Additions 60 
Restoration/Preservation 45 
Housing/Multiple 20 
Churches/Worship Facilities — 10 
Retail/Commercial 10 


Italianate House Renovation, Can- 
non Falls, MN; Isles Arts & Crafts 
Addition and Courtyard, Min- 
neapolis, MN; Groveland Terrace 
Tudor Renovation, Minneapolis, 
MN; East Isles Kitchen Remodel 
and Addition, Minneapolis, MN; 
Classic Modern Remodel and Ad- 
dition, Golden Valley, MN; Cass 
Gilbert Church Renovation, Min- 
netonka Beach, MN 
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URBAN DESIGN PERSPECTIVES 

4101 Linden Hills Boulevard 

Minneapolis, MN 55410 

Tel: 612-922-2055 

Fax: 612-922-1791 

E-mail: udp@iaxs.net 

Web: www.urbandesign 
perspectives.com 

Established 1999 


Alicia Belton, AIA 


Work % 
Churches/Worship Facilities 25 
Retail/Commercial 25 


Office Bldgs/Banks/Financial 
Residences: 

New/Remodeled/Additions 20 
Housing/Multiple 10 
3 Degrees At The New Union, 
Minneapolis, MN; Rondo Place 
Lofts, St. Paul, MN; Sawatdee Thai 
Restaurant, Minneapolis, MN; 
Maybe It's Time Headquarters, 
Minneapolis, MN; Anderson Addi- 
tion, Greenfield, MN 


20 
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THE URBAN STUDIO, LLC 
1848 Bear Ridge Lane SE 
Rochester, MN 55904 
Tel: 507-285-5043 

Fax: 507-285-5051 
E-mail: tus@charter.net 
Established 2003 


Teresa Thoreson McCormack, AIA 


Firm Personnel by Discipline 


Architectural 2 
Total in Firm 2 
Work 96 

Residences: 
New/Remodeled/Additions 30 
Industrial/Mfg/Warehousing 20 


Retail/Commercial 
Office Bldgs/Banks/Financial 20 
Churches/Worship Facilities 10 
318 South Broadway, Rochester, 
MN; Jarman/Toman Residence; 
Marly's Family Entertainment 
Center; Piccadilly Pizza; Studio 52; 
Beetles Sports Bar 
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URBANARCH 

3311 North 6th Street 
Minneapolis, MN 55412-2623 
Tel: 612-588-5344 
Established 1999 


Thomas U. Schneider, AIA 


Owner's Project Manager-Ameri- 
can Express Client Service Center, 
Minneapolis, MN 
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URS CORPORATION 

700 South Third Street 
Minneapolis, MN 55415 
Tel: 612-370-0700 

Fax: 612-370-1378 
Web: www.urscorp.com 
Established 1904 


Other Offices: 

200 Offices Nationwide Including 
San Francisco, CA; New York, NY; 
Chicago, IL; Grand Rapids, MI; 
Atlanta, GA; Seattle, WA; Phoenix, 
AZ; Denver, CO; Boston, MA; 
Cleveland, OH; Portland, OR 


Craig Amundsen, AIA, AICP 
Arijs Pakalns, AIA, AICP 
Dave Showalter, AIA, AICP 
Peter Styx, AIA 

Steve Durrant, RLA 


Firm Personnel by Discipline 


Architectural 4 
Engineering 72 
Landscape Architect 20 
Planner 4 
Other Professional 96 
Other Technical 37 
Administrative 34 
Total in Firm 266 

Work 96 
Planning 30 
Retail/Commercial 25 


Office Bldgs/Banks/Financial 15 


Village of Blaine Shopping Center, 
Blaine, MN; World War II War 
Memorial; Hiawatha Light Rail 
Transit (LRT), Minneapolis, MN; 
Mill Ruins, Minneapolis, MN; St. 
Paul Urban Village; CVS/Pharmacy 


Sd 


VANMAN ARCHITECTS AND 

BUILDERS, INC. 

669 Winnetka Avenue North 

Suite 210 

Golden Valley, MN 55427 

Tel: 763-541-9552 

Fax: 763-541-9857 

E-mail: 
jack@vanmancompanies.com 

Web: 
www.vanmancompanies.com 

Established 1957 


Richard A. Keillor, AIA 
John A. Holmes 
Stephen W. Wallick, AIA 


Firm Personnel by Discipline 


Architectural 7 
Administrative 1 
Total in Firm 8 


Continued on next column 


Work 96 
Churches/Worship Facilities — 70 
Office Bldgs/Banks/Financial 15 
Industrial/Mfg/Warehousing — 5 
Retail/Commercial 5 
Housing/Multiple 5 


Living Hope Lutheran Church, 
Shakopee, MN; Redeemer Luther- 
an Church, White Bear Lake, MN; 
Annandale Evangelical Free 
Church, Annandale, MN; First 
Congregational United Church of 
Christ, Mankato, MN; Hiawatha 
National Bank, Glenwood City, 
WI; Golden Valley Town Square, 
Golden Valley, MN 
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VEDI ASSOCIATES, INC. 

1129 Washington Avenue South 
Minneapolis, MN 55415 

Tel: 612-333-4670 

Fax: 612-333-6797 

E-mail: mail@vediassociates.com 
Web: www.vediassociates.com 
Established 1984 


P.S. Vedi, AIA 


Firm Personnel by Discipline 


Architectural 4 
Engineering 2 
Other Professional 1 
Administrative 1 
Total in Firm 8 

Work 96 
Parking Facilities 60 
Office Bldgs/Banks/Financial 15 
Housing/Multiple 15 
Restoration/Preservation 10 
Residences: 


New/Remodeled/Additions 10 
Nineteenth Avenue Parking Facili- 
ty, University of Minnesota, Min- 
neapolis, MN; Third Street Parking 
Facility, Dubuque, IA; Paramount 
Parking Facility, St. Cloud, MN; 
Scattered Sites Housing, Cloquet, 
MN; Atrium Apartments Modern- 
ization, HRA of Worthington, 
MN; Heliport, St. Mary's Hospital, 
Tucson, AZ 
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VETTER JOHNSON 
ARCHITECTS, INC. 

5101 Highway 55, Suite 2000 
Minneapolis, MN 55422 

Tel: 763-545-6500 

Fax: 763-545-6277 

Web: www.vjarch.com 
Established 1989 


Steven C. Johnson, AIA 
Mark A. Vetter, AIA, CID 


Firm Personnel by Discipline 


Architectural 4 
Other Technical 1 
Total in Firm 5 


Continued on next column 


Work % 


Education/Academic Bldgs 60 
Municipal Buildings 30 
Interior Architecture 20 
Restoration/Preservation 5 


Medical Facilities/Health Care 5 


MnDOT District Headquarters, 
Mankato, MN; Jackson County 
Central Schools, Jackson, MN; 
Prairie Justice Center, Worthington, 
MN; Rockford Elementary School, 
Rockford, MN; Le Sueur Public Li- 
brary Addition, Le Sueur, MN; 
Nicollet County Courthouse Addi- 
tion & Renovation, St. Peter, MN 
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VIVUS ARCHITECTURE & 

DESIGN LLC 

101 East Fifth Street, Suite 204 

Northfield, MN 55057 

Tel: 507-645-9020 

Fax: 507-645-9092 

E-mail: 
info@vivusarchitecture.com 

Web: www.vivusarchitecture.com 

Established 2004 


Peter T. Schmelzer, AIA 


Firm Personnel by Discipline 


Architectural 1 
Interior Designer 1 
Total in Firm 2 
Work 96 

Residences: 
New/Remodeled/Additions 50 
Churches/Worship Facilities — 30 
Housing/Multiple 15 
Planning 5 


Noack Addition, Northfield, MN; 
Schmelzer Residence, Wausau, 
WI; Barth Playhouse, Northfield, 
MN; Labenski/Runzheimer Resi- 
dence, Northfield, MN 


WAI CONTINUUM 

381 Kellogg Boulevard East 

St. Paul, MN 55101 

Tel: 651-227-0644 

Fax: 651-223-5092 

Web: www.waicontinuum.com 
Established 1981 


Other Offices: 
Venice, FL 


David G. Wolterstorff, AIA, CID 
Scott R. Koester 

Jeremy D. Bork, AIA, CID 

Paul Humiston, AIA, CID 

Mike Paulson 


Firm Personnel by Discipline 


Architectural 12 
Both Architect & 

Interior Designer 4 
Administrative 3 
Total in Firm 19 

Work 96 
Interior Architecture 50 


Medical Facilities/Health Care 30 
Housing/Multiple 25 
Education/Academic Bldgs 15 
Churches/Worship Facilities — 15 
Planning 5 
Primrose, WY, NE, MT, OH; 
Louisiana Senior Living, Louisiana, 
TN; Elim Ministries, various MN 
locations; Augustana Care Corp, 
Minneapolis, MN; St. Paul School 
System; Minnesota Veterans 
Homes Board, Minneapolis, MN 


WALSH BISHOP ASSOCIATES, INC. 

900 Second Avenue South 

Suite 300 

Minneapolis, MN 55402 

Tel: 612-338-8799 

Fax: 612-337-5785 

E-mail: 
david.loehr@walshbishop.com 

Web: www.walshbishop.com 

Established 1984 


Dennis Walsh, AIA 

David Loehr, AIA, AICP 

Kim Williamson, CID, ASID, 
IIDA, IFMA 

Robert Walsh, AIA, CSI 

Michael Shields, AIA, CSI 

Keith O'Brien 

Firm Personnel by Discipline 

Architectural 15 

Both Architect & 
Interior Designer 

Interior Designer 

Other Professional 

Other Technical 

Administrative 

Total in Firm 


n 
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Continued on next column 


Work % 
Entertainment/Hospitality 30 
Interior Architecture 25 
Housing/Multiple 20 


Office Bldgs/Banks/Financial 15 
Industrial/Mfg/Warehousing 5 
Retail/Commercial 5 


Marquette Plaza, Minneapolis, 
MN; RBC Dain Rauscher, Inc., 
Minneapolis, MN and nationally; 
Landscape Structures, Inc., De- 
lano, MN; Choctaw Wellness 
Center, Durant, OK; Choctaw Re- 
sort and Casino, Pocola, OK; 808 
Berry, St. Paul, MN 
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WCL ASSOCIATES, INC. 

1433 Utica Avenue South, Ste 162 
Minneapolis, MN 55416 

Tel: 952-541-9969 

Fax: 952-541-9554 

E-mail: dave.c@wcla.com 

Web: www.wcla.com 

Established 1981 


David Clark, AIA 

Paul G. Dahl, AIA 

Paul D. Anderson, AIA 
Harold Ness, CID 

David Silus, CID 

Weld Ransom, CID, IIDA 


Firm Personnel by Discipline 


Architectural 10 
Interior Designer 3 
Other Technical 7 
Administrative 2 
Total in Firm 22 

Work % 
Retail/Commercial 40 
Interior Architecture 10 
Industrial/Mfg/Warehousing 10 
Office Bldgs/Banks/Financial 10 
Housing/Multiple 10 
Education/Academic Bldgs S 
Municipal Buildings 


5 
Churches/Worship Facilities 5 
Medical Facilities/Health Care 5 


Best Buy Stores, Nationwide; Per- 
pich School for the Arts Select 
Renovation, Minneapolis, MN; 
Remax Corporate Offices, Various 
Twin City Locations, MN; Coun- 
try Inn and Suites, Corrallville, IA, 
Duluth, MN 
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WEBER ARCHITECTS & PLANNERS 
2280 Watertown Road 

Long Lake, MN 55356 

Tel: 952-476-4434 

Fax: 952-476-5863 

E-mail: nw@weberarchitects.com 
Web: www.weberarchitects.com 
Established 1973 


Neil Weber, AIA 

Firm Personnel by Discipline 
Architectural 1 
Planner 1 
Other Professional 6 
Total in Firm 8 


Work 96 
Retail/Commercial 15 
Office Bldgs/Banks/Financial 15 
Housing/Multiple 15 
Planning 10 
Municipal Buildings 10 
Churches/Worship Facilities — 10 
Industrial/Mfg/Warehousing 10 


Restoration/Preservation 5 
Medical Facilities/Health Care 5 
Residences: 
New/Remodeled/Additions 5 
People Serving People Homeless 
Shelter, Minneapolis, MN; Beltz 
Building, Wayzata, MN; Country 
Inn & Suites, Cape Canaveral, FL; 
VGD, Wayzata, MN; LDS Church, 
various locations in MN; Long 
Lake Public Works, Long Lake, MN 


\7 
“ 


THE WEIDT GROUP 
5800 Baker Road 
Minnetonka, MN 55345 
Tel: 952-938-1588 

Fax: 952-938-1480 
Web: www.twgi.com 
Established 1977 


Other Offices: 

Berkeley, CA; Montpellier, VT 
John Weidt, AIA 

Tom McDougall, PE 

David Eijadi, AIA 

Jay Johnson, AIA 


Firm Personnel by Discipline 
Architectural 8 
Engineering 9 


Other Professional 10 
Administrative 5 
Total in Firm 32 
Work 96 

Sustainable Design/ 

Energy/Daylighting 
Science House, Science Museum of 
Minnesota, St. Paul, MN; Federal 
DOT Office Building, Lakewood, 
CO; Iowa Association of Municipal 
Utilities, Ankeny, IA; Environmen- 
tal Living & Learning Center, 
Northland College, Ashland, WI; 
Science Education & Technology 
Building, University of Nevada, 
Las Vegas, NV; Xcel Energy's Ener- 
gy Design Assistance Program 


100 
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WELMAN SPERIDES 

ARCHITECTS LLC 

8500 Normandale Lake Boulevard 

Suite 955 

Bloomington, MN 55437 

Tel: 952-996-9662 

Fax: 952-996-9663 

E-mail: 
wsarchitects@welmanarch.com 

Established 1998 


Other Offices: 
Milwaukee, WI; Tucson, AZ 


Michael G. Welman, AIA 
Nicholas S. Sperides, AIA 


Firm Personnel by Discipline 


Architectural 8 
Administrative 1.5 
Total in Firm 9.5 

Work 96 
Medical Facilities/Health Care 25 
Retail/Commercial 25 
Housing/Multiple 15 
Churches/Worship Facilities — 10 
Industrial/Mfg/Warehousing 10 


Office Bldgs/Banks/Financial 10 
Planning 5 
Interior Architecture 5 


Buffalo Life Fitness Center, Buffa- 
lo, MN; Woodlake Medical Build- 
ing, Woodbury, MN; Pinebrook 
Retail Center, Brooklyn Park, MN; 
Dairy Queen Grill & Chill, Restau- 
rants, Various Locations; River- 
woods Housing Development, 
Chaska, MN; Holy Cross Ortho- 
dox Mission Church, Scandia, MN 
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THOMAS WHITCOMB 
ARCHITECT, INC. 

6741 Plymouth Avenue North 
Golden Valley, MN 55427 

Tel: 763-593-4985 

Fax: 763-543-0204 

Established 1996 


Thomas Whitcomb, AIA 
Work 96 
Residences: 
New/Remodeled/Additions 100 


Bay Lake Residence, Bay Lake, 
MN; River City Loft, Minneapolis, 
MN; Stone Arch Loft, Minneapo- 
lis, MN; Mount Curve Residence, 
Minneapolis, MN; Pond Addition, 
Edina, MN; Lake Harriet Renova- 
tion, Minneapolis, MN 
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WICHSER & HERREID 

ARCHITECTS, INC. 

3476 Lake Elmo Avenue North 

Lake Elmo, MN 55042 

Tel: 651-777-7054 

Fax: 651-777-5931 

E-mail: design@w-harchitects.com 

Web: 
www.finelinearchitecture.com 

Established 1991 


Christine H. Wichser, AIA 
David N. Herreid 


Firm Personnel by Discipline 


Architectural 2 
Total in Firm 2 
Work 96 

Residences: 
New/Remodeled/Additions 90 
Retail/Commercial 10 


Dougall Residence, St. Paul, MN; 
O'Keefe Residence, St. Paul, MN; 
Thorpe/Murphy Residence, Min- 
neapolis, MN; Embrecht Cabin, 
Herbster, WI; Sweet Cabin, Park 
Rapids, MN; Huber Residence, 
Hudson, WI 
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WIDSETH SMITH NOLTING 
216 South Main Street 
Crookston, MN 56716 

Tel: 218-281-6522 

Fax: 218-281-6545 

E-mail: molson@wsn-mn.com 
Web: www.wsn-mn.com 
Established 1975 


Other MN Offices: 
Alexandria, MN 
320-762-8149 
Baxter, MN 
218-829-5117 
Bemidji, MN 
218-759-8509 


Other Offices: 

Grand Forks, ND 
Bruce Buxton, PE 
Donald Anderson, PE 
Timothy Moe, PE 
Reed Becker, AIA 
Kevin Donnay, AIA 
Paul Richards, AIA 


Firm Personnel by Discipline 


Architectural 27 
Engineering 64 
Other Professional 12 
Other Technical 20 
Administrative 17 
Total in Firm 140 


Continued on next column 
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Work % 
Office Bldgs/Banks/Financial 25 


Education/Academic Bldgs 20 
Retail/Commercial 20 
Municipal Buildings 10 


Industrial/Mfg/Warehousing 10 
Churches/Worship Facilities 5 
Residences: 
New/Remodeled/Additions 5 
Housing/Multiple 5 


Brainerd Middle School, Brainerd, 
MN; Mills Fleet Farm, Owatonna, 
MN; Kiehle Hall Renovation, Uni- 
versity of Minnesota, Cookston; 
Pelican Rapids Library, Pelican 
Rapids, MN; Purpur Arena, Grand 
Forks, ND; Tastefully Simple, 
Alexandria, MN 
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WILKUS ARCHITECTS, INC. 
11487 Valley View Road 
Eden Prairie, MN 55344 

Tel: 952-941-8660 

Fax: 952-941-2755 

E-mail: info@wilkusarch.com 
Web: www.wilkusarch.com 
Established 1990 


Michael J. Wilkus, AIA, CID 
Jeffrey M. Rapp, AIA, CID, CSI 


Firm Personnel by Discipline 


Architectural 5 
Both Architect & 

Interior Designer 3 
Other Technical 12 
Administrative 2 
Total in Firm 19 

Work % 
Retail/Commercial 75 


Industrial/Mfg/Warehousing 10 
Churches/Worship Facilities 5 
Medical Facilities/Health Care 5 
Office Bldgs/Banks/Financial 5 


Buffet's Inc. Old Country 
Buffet/Hometown Buffet, Nation- 
al Locations; Walgreen's, MN and 
CO Locations; Chipotle Mexican 
Grill, MN and WI Locations; 
Krispy Kreme, MN, WI, CO Loca- 
tions; Marketplace Foods, Rice 
Lake, WI and Menomonie, WI; 
Pasta Pomodoro, San Francisco 
and CA Locations 
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GUY WILLIAMS 

ARCHITECTURE, INC. 

1384 Ashland Avenue 

St. Paul, MN 55104 

Tel: 651-210-7042 

Fax: 651-646-8512 

E-mail: guywilliamsarchitecture@ 
earthlink.net 

Established 1990 


Guy Williams, AIA 
Work % 
Residences: 
New/Remodeled/Additions 100 


Lis Residence, Arden Hills, MN; 
Williams Residence, St. Paul, MN; 
Ingle Residence, Minnetonka, 
MN; 18157 Overland Trail, Eden 
Prairie, MN; Fraser Residence, 
Wayzata, MN; Anderson Resi- 
dence, Eden Prairie, MN 
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WILLIAMS/O'BRIEN ASSOC., INC. 
1550 21st Avenue NW 

New Brighton, MN 55112 

Tel: 612-338-8981 

Fax: 612-338-8982 

E-mail: wob@worldnet.att.net 
Established 1962 


James W. O'Brien, FAIA 
Work % 
Churches/Worship Facilities 40 
Municipal Buildings 35 
Education/Academic Bldgs 10 
Residences: 
New/Remodeled/Additions 10 
Interior Architecture 5 
Office Bldgs/Banks/Financial 5 


Catholic Church of St. Michael, 
St. Michael, MN; Public Safety 
Building, New Brighton, MN; City 
Hall Remodeling, New Brighton, 
MN; South Metro Drivers Exam 
Station, Eagan, MN; St. Joseph's 
Catholic Church, Grand Rapids, 
MN; Park Shelters & Golf Club- 
house, New Brighton, MN 
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WOLD ARCHITECTS AND 
ENGINEERS 

305 St. Peter Street 

St. Paul, MN 55102 

Tel: 651-227-7773 

Fax: 651-223-5646 

E-mail: mail@woldae.com 
Web: www.woldae.com 
Established 1968 


Other Offices: 
Elgin, IL; Troy, MI; Denver, CO 


Kevin P. Sullivan, AIA 
Michael S. Cox, AIA 

R. Scott McQueen, AIA 
Norman Glewwe, AIA 
Vaughn Dierks, AIA 
Kevin Marshall, PE 


Continued on next column 


Firm Personnel by Discipline 


Architectural 54 
Both Architect & 

Interior Designer 2 
Interior Designer 3 
Engineering 14 
Other Professional 4 
Administrative 12 
Total in Firm 89 

Work % 
Interior Architecture 80 


Education/Academic Bldgs 65 


Restoration/Preservation 30 
County Government 
Offices/Service Centers 25 
Justice/Corrections/Detention 25 
Municipal Buildings 10 


Crow Wing County Judicial Cen- 
ter and Jail, Brainerd, MN; Ramsey 
County Law Enforcement Center, 
St. Paul, MN; City of St. Paul Po- 
lice Headquarters Renovation, St. 
Paul, MN; Lakeville High School, 
Lakeville, MN; Prior Lake High 
School, Savage, MN; Dakota 
County Technical College Reno- 
vation, Rosemount, MN 
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WOLFGRAM/KNUTSON 
ARCH. LTD. 

2850 Metro Drive, Suite 215 
Minneapolis, MN 55425 
Tel: 952-851-7161 

Fax: 952-851-7162 

E-mail: wka.arch.ltd(?att.net 
Established 1983 


Craig D. Wolfgram, AIA 
Steven J. Knutson, AIA 

Firm Personnel by Discipline 
Architectural 


Other Professional 1 
Total in Firm 3 

Work 96 
Retail/Commercial 30 
Office Bldgs/Banks/Financial 30 
Municipal Buildings 10 
Medical Facilities/Health Care 10 
Interior Architecture 5 


Education/Academic Bldgs 5 
Churches/Worship Facilities 5 
Residences: 

New/Remodeled/Additions 5 
Interior Renovations, Centennial 
Office Building, Minnesota State 
Capitol, St. Paul, MN; Coburns 
Grocery Stores, Long Prairie and 
Sartell, MN; Office Renovations, 
U.S. Attorney's Office, Federal 
Courthouse, Minneapolis; Park 
Buildings, City of Minnetonka, 
Minnetonka, MN; Albertville 
Crossing Shopping Center, Al- 
bertville, MN; Addition, Peace 
Lutheran Church, Inver Grove 
Heights, MN 
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MARTIN WOODY 

ARCHITECTS, INC. 

901 Twelve Oaks Center Drive, 
Suite 926A 

Wayzata, MN 55391 

Tel: 952-745-0494 

Fax: 952-745-0679 

E-mail: martinwoody@msn.com 
Established 1992 


Martin Woody, AIA 

Work % 
Retail/Commercial 60 
Industrial/Mfg/Warehousing 40 
Rapids Plaza, Wisconsin Rapids, 
WI; Red Cedar Plaza, Menomonie, 
WI; Rum River Crossings Plaza, 
Anoka, MN; BJ Rogers, Rojers, 
MN; Vengra Design, Chanhassen, 
MN; Retailer Services Corp., 
Anoka, MN 


hed 


XERXES ARCHITECTS, INC. 

2478 University Avenue West 

St. Paul, MN 55114 

Tel: 651-225-1300 

Fax: 651-225-4827 

E-mail: firm@xerxesarchitects.com 
Web: www.xerxesarchitects.com 
Established 1991 


Gregory J. Carroll, AIA 


Firm Personnel by Discipline 


Architectural 2 
Administrative a 
Total in Firm 2.5 

Work % 
Retail/Commercial 30 
Education/Academic Bldgs 20 
Office Bldgs/Banks/Financial 20 
Churches/Worship Facilities — 10 


Medical Facilities/Health Care 10 
Residences: 

New/Remodeled/Additions 10 
K Street Coffee, West St. Paul, MN; 
California Coast Credit Union, 
San Diego, CA; Coastal Federal 
Credit Union, Durham, NC; Hope 
Community Charter School, St. 
Paul, MN; Arthritis & Rheumatol- 
ogy Clinic, Plymouth, MN; MN 
Association of Professional Em- 
ployees, Shoreview, MN 


YA ARCHITECTURE 

240 North 9th Avenue 
Minneapolis, MN 55401 
Tel: 612-371-9195 

Fax: 612-371-9199 
E-mail: info@yaarch.com 
Web: www. yaarch.com 
Established 1994 


Martha Yunker, AIA 


Firm Personnel by Discipline 
Architectural 


Administrative 1 
Total in Firm 9 
Work % 

Residences: 
New/Remodeled/Additions 75 
Retail/Commercial 25 


White Bear Yacht Club Golf 
House, White Bear, MN; Wind- 
song Farms Golf Club, Indepen- 
dence, MN; Spa Bella Casa, Edina, 
MN; Erickson Residence, Kinnick- 
innic River, WI; Fauth Residence, 
Rhode Island; Jones Residence, 
Wayzata, MN 
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YAGGY COLBY ASSOCIATES 
717 Third Avenue SE 
Rochester, MN 55904 

Tel: 507-288-6464 

Fax: 507-288-5058 

E-mail: ccolby@yaggy.com 
Web: www.yaggy.com 
Established 1970 


Other MN Offices: 
Mendota Heights, MN 
651-681-9040 


Other Offices: 
Mason City, IA; Delafield, WI 


Christopher W. Colby, AIA, CID 
Donald R. Borcherding, PE 

Jose L. Rivas, AIA 

Scott Samuelson, PE 

Dale Allen, PE 


Firm Personnel by Discipline 


Architectural 12 
Both Architect & 

Interior Designer 1 
Engineering 20 
Landscape Architect 5 
Planner 2 
Other Professional 7 
Other Technical 38 
Administrative 15 


Total in Firm 


Continued on next column 


Work 96 
Interior Architecture 
Churches/Worship Facilities 
Retail/Commercial 
Office Bldgs/Banks/Financial 
Restoration/Preservation 
Municipal Buildings 
Medical Facilities/Health Care 
Industrial/Mfg/Warehousing 
Housing/Multiple 
Education/Academic Bldgs 
Fire Stations, Rochester and 
Dodge Center, MN; Merchants 
Bank, Rochester, Lakeville, St. 
Charles, MN; Iowa DOT Rest Area 
& Welcome Centers throughout 
Iowa's Interstate Highways; St. 
Bernard's Catholic Church, Stew- 
artville, MN; Apache Mall Food 
Court & Barnes and Noble store, 
Rochester, MN; American Board 
of Physical Medicine Offices, 
Rochester, MN 


30 
20 
20 
20 
20 
20 
5 
5 
5 
5 
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YHR PARTNERS, LTD. 
420 Main Avenue 
Moorhead, MN 56560 
Tel: 218-233-4422 
Fax: 218-233-7980 
E-mail: info@yhr.com 
Web: www. yhr.com 
Established 1983 
Julie N. Rokke, AIA,CID 
James P. Welch, AIA 
Jeffrey L. Sjoquist, AIA 
James C. Simpson, AIA, CSI, CCS 
Burton Youngs, AIA 
Richard L. Meier, AIA 
Firm Personnel by Discipline 
Architectural 
Both Architect & 

Interior Designer 
Other Professional 
Administrative 
Total in Firm 


14 
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Continued on next column 


Work % 
Education/Academic Bldgs 35 
Churches/Worship Facilities 30 


Medical Facilities/Health Care 30 
West Fargo New Middle School, 
West Fargo, ND; St. John Catholic 
Church, Rochester, MN; Bethany 
Homes Towers Renovations, Far- 
go, ND; Assumption Abbey 
Restoration-Renovation, Richard- 
ton, ND; Franciscan Sisters of Lit- 
tle Falls Campus Plan, Renova- 
tions, Little Falls, MN; Villa St. 
Vincent Nursing Home Addition, 
Crookston, MN 


ZAGARIA MEYER ARCHITECTS 
1798 Pinehurst Avenue 

St. Paul, MN 55116 

Tel: 651-690-1299 

Fax: 651-690-2364 

E-mail: czagaria@comcast.net 
Established 1985 


Christine Zagaria, AIA 
Work % 
Residences: 
New/Remodeled/Additions 100 
Interior Architecture 30 
Restoration/Preservation 30 


Maske Klutho Residence Addition 
& Remodeling, St. Paul, MN; Mo- 
gren Rodimecky Residence Addi- 
tions & Remodeling, Mahtomedi, 
MN; Entenza Quam Residence 
Addition and Remodeling, St. 
Paul, MN; Dworsky Residence Ad- 
ditions & Remodeling, Golden 
Valley, MN; McNeil Residence 
Additions & Remodeling, North 
Oaks, MN; Bruns Residence Re- 
modeling, Potomac, MD 
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2004 INDEX OF FIRMS BY BUILDING TYPE 


he purpose of the 

Index of Firms by 

Building Type is to 
enable you to quickly 
identify, from among the 
260 architectural firms in the 
foregoing Directory, those 
with experience and skill in 
designing whatever specific 
building types that may be of 
interest to you. The building 
types listed directly match 
with those in the preceding 


Directory of architectural firms. 


To be included, each firm was 
invited to identify building 
types for which they have 
specific design expertise and 
for which they paid a modest 
fee per listing. Firms listed are 
identified in alphabetical 
order by name with the 
location of their main office 
indicated (some firms may 
have more than one office in 
Minnesota). Unless otherwise 
indicated, all firms listed are 
located in Minnesota. 


A full description of each 
firm in this Index is included 
in the preceding Directory, 
along with other firms 
managed by members of 

the American Institute of 
Architects Minnesota. 

We urge you to thoroughly 
study this Directory and 
direct any questions you may 
have to AJA Minnesota at 
612-338-6763. You may 
also search this Index and the 
Directory of AIA Minnesota 
Architecture Firms on our 


web site - Www. aia-mn.org. 
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Housing/Multiple 


Adsit Architecture and Planning 
Minneapolis 


AE Architecture 
Minneapolis 


Architectural Forensic Specialties 
Bloomington 


Architectural Works Villard, Inc. 
Inver Grove Heights 


BKV Group 
Minneapolis 


Blumentals/Architecture, Inc. 
Brooklyn Center 


Cermak Rhoades Architects 
Saint Paul 


Collins Hansen Architects 
Minneapolis 


Cuningham Group 
Architecture, P.A. 
Minneapolis 


DBA Architects 
Oakdale 


DJR Architecture, Inc. 
Minneapolis 


Elness Swenson Graham 
Architects, Inc. 
Minneapolis 


Finn-Daniels Architects 
Saint Paul 


Grooters Leapaldt Tideman 
Architects (GLTA) 
St. Cloud 


Habitat Architecture Inc. 
Eden Prairie 


Horty Elving 
Minneapolis 


JSSH Architects, Inc. 
Minnetonka 


KKE Architects, Inc. 
Minneapolis 


McMonigal Architects 
Minneapolis 


Paul Meyer Architects, Inc. 
Plymouth 


Meyer, Scherer & Rockcastle, Ltd. 
Minneapolis 


Miller Hanson Partners 
Minneapolis 


Opus Architects & Engineers, Inc. 
Minnetonka 


Parker Durrant 
Minneapolis 


Paulsen Architects 
Mankato 


Pfister Associates 
Golden Valley 


Pollock Buchanan Architects 
Richfield 


Rafferty Rafferty Tollefson 
Architects, Inc. 
Saint Paul 


Ready Architecural Associates, Inc. 
Minnetonka 


RiceeStromgren Architects 
Minneapolis 


SALA Architects, Inc. 
Minneapolis 


Laurel Ulland Architecture 
Minneapolis 


Residences: 
New/Remodel/Additions 


AE Architecture 
Minneapolis 


Albertsson Hansen 
Architecture, Ltd. 
Minneapolis 


Architecture by Berg 
Alexandria 


Architecture Direct — 
Gary Turpening Architect 
Lakeville 


Arteriors Architecture — 
Tim R. Bjella Architect 
Wayzata 


Barbour LaDouceur Architects, P.A. 
Minneapolis 


Randall M. Buffie Architect, Ltd. 
Minneapolis 


Carlsen & Frank Architects 
Saint Paul 


CF Design, Ltd. 
Duluth 


Costello designs 
Lino Lakes 


Peter Curtis, Architect 
Marine on St. Croix 


Chris Doehrmann Architect Inc. 
New Brighton 


Domain Architecture & Design 
Minneapolis 


Daniel K. Duffy Architects, Inc. 
Minnetonka 


the fahlguys, p.a. 
Benson 


The Foundation Architects/ 
Consultants P.A. 
Minneapolis 


Friedell Architects and Builders 
St. Louis Park 


Robert Gerloff Residential 
Architects 
Minneapolis 


H» Architecture, Inc. 
Saint Paul 


Habitat Architecture Inc. 
Eden Prairie 


David Heide Design LLC 
Minneapolis 


HRMA, Inc. 
Saint Paul 


JAL Architects Ltd. 
Wayzata 


John P. Kalmon, Architect LLC 
Hudson, WI 


Kawell Mooney Sawyer 
Architects & Builders 
Eden Prairie 


Kinnucan Anderson Architects 
Edina 


Bruce Knutson Architects, Inc. 
Minneapolis 


Richard Laffin Architects, Inc. 
Saint Paul 


Larson Brenner Architects 
Stillwater 


Locus Architecture, Ltd. 
Minneapolis 


MacDonald & Mack 
Architects, Ltd. 
Minneapolis 


McMonigal Architects 
Minneapolis 


Meyer, Scherer & Rockcastle, Ltd. 
Minneapolis 


Bill Michels Architect, P.A. 
Minneapolis 


Nesset Architecture inc. 
Excelsior 


Sarah Nettleton Architects 
Minneapolis 


Newland Architecture 
Minneapolis 


Gene J. Nicolelli, Jr., AIA, 
Architect 
Plymouth 


Nor-son Inc. 
Baxter 


Pollock Buchanan Architects 
Richfield 


Porth Architects, Ltd. 
Minneapolis 


Paid Advertising 
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Quigley Architects 
Minneapolis 


Phil Rader Architect, Ltd. 
Minneapolis 


Rehkamp Larson Architects Inc. 
Minneapolis 


RiceeStromgren Architects 
Minneapolis 


Ringdahl Architects 
Alexandria 


Rust Morrison Walijarvi 
Architects 
White Bear Lake 


SALA Architects, Inc. 
Minneapolis 


SKD Architects Inc. 
Plymouth 


Smuckler Architecture Inc. 
Edina 


Solart, Inc. 
Minneapolis 


Charles R. Stinson, Architect 
Deephaven 


TEA? Architects 
Minneapolis 


3 studios, inc. 
Minneapolis 


Laurel Ulland Architecture 
Minneapolis 


Thomas Whitcomb Architect, Inc. 
Golden Valley 


Wichser & Herreid Architects, Inc. 
Lake Elmo 


Guy Williams Architecture, Inc. 
Saint Paul 


Williams/O’Brien Assoc. Inc. 
Minneapolis 


YA Architecture 
Minneapolis 


Zagaria Meyer Architects 
Saint Paul 


Office Bldgs/Banks/Financial 


AE Architecture 
Minneapolis 


Architectural Alliance 
Minneapolis 


Architectural Forensic 
Specialties 
Bloomington 


Architectural Works Villard, Inc. 
Inver Grove Heights 


Architecture by Berg 
Alexandria 


Paid Advertising 


Bentz/Thompson/Rietow, Inc. 
Minneapolis 


BKV Group 
Minneapolis 


Blumentals/Architecture, Inc. 
Brooklyn Center 


Buetow and Associates, Inc. 
Saint Paul 


Collins Hansen Architects 
Minneapolis 


Cuningham Group 
Architecture, P.A. 
Minneapolis 


DBA Architects 
Oakdale 


The Design Partnership, Ltd. 
Minneapolis 


Ellerbe Becket, Inc. 
Minneapolis 


Elliot Architects 
Hudson, WI 


Edward Farr Architects Inc. 
Eden Prairie 


Finn-Daniels Architects 
Saint Paul 


Frisbie Architects, Inc. 
River Falls, WI 


Hammel, Green and 
Abrahamson, Inc. 
Minneapolis 


Judd Allen Group 
Edina 


John P. Kalmon, Architect LLC 
Hudson, WI 


Krech, O'Brien, Mueller & 
Wass, Inc. 
Inver Grove Heights 


L&M Associates, Ltd. 
Eden Prairie 


Paul Meyer Architects, Inc. 
Plymouth 


Meyer, Scherer & Rockcastle, Ltd. 


Minneapolis 


Miller Architecture 
St. Cloud 


Mohagen/Hansen 
Architectural Group 
Wayzata 


Nor-son, Inc, 
Baxter 


Opus Architects & Engineers, Inc. 


Minnetonka 


PaeperGroup LLC 
Minneapolis 


Parker Durrant 
Minneapolis 


Paulsen Architects 
Mankato 


Portfolio Design Services, 
Inc./PMSI, LLC 
Roseville 


Phil Rader Architect, Ltd. 
Minneapolis 


Reprise Design, Inc. 
Minneapolis 


RSP Architects 
Minneapolis 


SLL/Leo A. Daly 
Minneapolis 


3 studios, inc. 
Minneapolis 


TKDA 
Saint Paul 


TSP 
Rochester 


URS Corporation 
Minneapolis 


Vanman Architects and 
Builders Inc. 

Golden Valley 

Yaggy Colby Associates 
Rochester 


Retail/Commercial 


Aarchitects LLC 
Minneapolis 


AE Architecture 
Minneapolis 


Architectural Alliance 
Minneapolis 


Architectue by Berg 
Alexandria 


Architecture Direct — 
Gary Turpening Architect 
Lakeville 


Archnet Engineering 
Lake Elmo 


Bentz/Thompson/Rietow, Inc. 
Minneapolis 


C.M. Architecture, P.A. 
Minneapolis 


Cuningham Group 
Architecture, P.A. 
Minneapolis 


DBA Architects 
Oakdale 


Domain Architecture & Design 
Minneapolis 


Finn-Daniels Architects 
Saint Paul 


KKE Architects, Inc. 
Minneapolis 


Kodet Architectural Group Ltd. 
Minneapolis 


Krech O'Brien Mueller & 
Wass, Inc. 
Inver Grove Heights 


L&M Associates, Ltd. 
Eden Prairie 


LEAD, Inc. 
Minneapolis 


Miller Architecture 
St. Cloud 


Nor-son Inc. 
Baxter 


Parker Durrant 
Minneapolis 


Paulsen Architects 
Mankato 


Pollock Buchanan Architects 
Richfield 


Portfolio Design Services, 
Inc./PMSI, LLC 
Roseville 


Reprise Design, Inc. 
Minneapolis 


RSP Architects 
Minneapolis 


3 studios, inc. 
Minneapolis 


Laurel Ulland Architecture 
Minneapolis 


URS Corporation 
Minneapolis 


Wilkus Architects, Inc. 
Eden Prairie 


Yaggy Colby Associates 
Rochester 


Industrial/Mfg/Warehousing 
Bates Eee LLLLL c] 
Architectural Forensic Specialties 
Bloomington 


Architecture by Berg 
Alexandria 


Architecture Direct — 
Gary Turpening Architect 
Lakeville 


Blumentals/Architecture, Inc. 
Brooklyn Center 


C.M. Architecture, P.A. 


Minneapolis 
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DBA Architects 
Oakdale 


The Design Partnership, Ltd. 
Minneapolis 


Edward Farr Architects Inc. 
Eden Prairie 


Grooters Leapaldt Tideman 
Architects (GLTA) 
St. Cloud 


Hammel, Green and 
Abrahamson, Inc. 
Minneapolis 


Krech, O’Brien, Mueller & 
Wass, Inc. 
Inver Grove Heights 


Paul Meyer Architects, Inc. 
Plymouth 


Miller Architecture 
St. Cloud 


Opus Architects & Engineers, Inc. 
Minnetonka 


Portfolio Design Services, 
Inc./PMSI, LLC 
Roseville 


RB Architects Inc. 
Mendota Heights 


Reprise Design, Inc. 
Minneapolis 


SLL/Leo A. Daly 
Minneapolis 


TKDA 
Saint Paul 


Wilkus Architects, Inc. 
Eden Prairie 


Medical/Health Care 


Architects Rego + Youngquist Inc. 
St. Louis Park 


Archiectural Alliance 
Minneapolis 


BWBR Architects, Inc. 
Saint Paul 


DBA Architects 
Oakdale 


Daniel K. Duffy Architects, Inc. 
Minnetonka 


Ellerbe Becket, Inc. 
Minneapolis 


Engan Associates, P.A. 
Willmar 


the fahlguys, p.a. 
Benson 


Foss Associates Inc. 
Fargo, ND 
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Hammel, Green and 
Abrahamson, Inc. 
Minneapolis 


Horty Elving . 
Minneapolis 


Jordan Architects, P.A. 
Saint Paul 


KKE Architects, Inc. 
Minneapolis 


Krieger Architectrs, Ltd. 
Minneapolis 


Paul Meyer Architects, Inc. 
Plymouth 


Miller Architecture, Inc. 
St. Cloud 


Mohagen/Hansen 
Architectural Group 
Wayzata 


Oliver & Associates, Inc. 
Roseville 


Parker Durrant 
Minneapolis 


Paulsen Architects 
Mankato 


Perkins & Will 
Minneapolis 


Sjoquist Architects, Inc. 
Minneapolis 


Skaaden-Helmes Architects, Inc. 
Minneapolis 


SLL/Leo A. Daly 
Minneapolis 


Studio Five Architects, Inc. 
Minneapolis 


TEA? Architects 
Minneapolis 


TSP 
Rochester 


YHR Partners 
Moorhead 


Churches/Worship 


Architects Rego + Youngquist, Inc. 


St. Louis Park 


Architecture by Berg 
Alexandria 


Architecture Direct — 
Gary Turpening Architect 
Lakeville 


Armstrong, Torseth, Skold & 
Rydeen, Inc. 
Minneapolis 


The Dennis Batty & Associates 
Group, Inc. 
Brooklyn Center 


Bentz/Thompson/Rietow, Inc. 
Minneapolis 


Busch Caulfield Architects, Inc. 
Saint Paul 


CNH Architects 
Apple Valley 


Cuningham Group 
Architecture, P.A. 
Minneapolis 


DBA Architects 
Oakdale 


Elliot Architects 
Hudson, WI 


Engan Associates, P.A. 
Willmar 


the fahlguys, p.a. 
Benson 


Frisbie Architects Inc. 
River Falls, WI 


Hammel, Green and 
Abrahamson, Inc. 
Minneapolis 


Kodet Architectural Group, Ltd. 
Minneapolis 


Krech, O’Brien, Mueller & 
Wass, Inc. 
Inver Grove Heights 


Locus Architecture, Ltd. 
Minneapolis 


Mahler and Associates 
Architecture 
St. Cloud 


McGuire Courteau Lucke 
Architects, Inc. 
Saint Paul 


Paul Meyer Architects, Inc. 
Plymouth 


Miller Architecture 
St. Cloud 


Miller Dunwiddie Architects, Inc. 


Minneapolis 


Parker Durrant 
Minneapolis 


Paulsen Architects 
Mankato 


Portfolio Design Services, 
Inc./PMSI, LLC 
Roseville 


Phil Rader Architect, LTD 
Minneapolis 


Rafferty Rafferty Tollefson 
Architects, Inc. 
Saint Paul 


RB Architects Inc. 
Mendota Heights 


RiceeStromgren Architects 
Minneapolis 


Sessing Architects, Inc. 
Saint Paul 


SLL/Leo A. Daly 
Minneapolis 


SMSQ Architects, Inc. 
Northfield 


Station Nineteen Architects, Inc. 
Minneapolis 


Laurel Ulland Architecture 
Minneapolis 


Vanman Companies Architects 
and Builders Inc. 
Golden Valley 


Williams/O’Brien Assoc. Inc. 
Minneapolis 


YHR Partners 
Moorhead 


Municipal 


the Adkins Association inc. 
Architects 
Saint Paul 


Ankeny Kell Architects, P.A. 
Saint Paul 


Architectural Alliance 
Minneapolis 


Architectural Works Villard Inc. 
Inver Grove Heights 


BKV Group 
Minneapolis 


CNH Architects 
Apple Valley 


Engan Associates, P.A. 
Willmar 


Foss Associates, Inc. 
Fargo, ND 


Grooters Leapaldt Tideman 
Architects (GLTA) 
St. Cloud 


Hammel, Green and 
Abrahamson, Inc. 
Minneapolis 


Kodet Architectural Group, Inc. 
Minneapolis 


Krech, O’Brien, Mueller & 
Wass, Inc. 
Inver Grove Heights 


Oertel Architects, Ltd. 
Saint Paul 


Paid Advertising 
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Parker Durrant 
Minneapolis 


Paulsen Architects 
Mankato 


Rozeboom Miller Architects 
Minneapolis 


SLL/Leo A. Daly 
Minneapolis 


TKDA 
Saint Paul 


TSP 
Rochester 


Vetter Johnson Architects, Inc. 
Minneapolis 


Williams/O’Brien Assoc. Inc., 
Minneapolis 


Wold Architects and Engineers 
Saint Paul 


Yaggy Colby Associates 
Rochester 


Education/Academic 


the Adkins Association Inc. 
Architects 
Saint Paul 


Ankeny Kell Architects, P.A. 
Saint Paul 


Architects Rego + Youngquist, Inc. 
St. Louis Park 


Architectural Alliance 
Minneapolis 


Armstrong, Torseth, Skold & 
Rydeen, Inc. 
Minneapolis 


atelier/Jilk 
Afton 


The Dennis Batty & Associates 
Group, Inc. 
Minneapolis 


Bentz/Thompson/Rietow, Inc. 
Minneapolis 


BKV Group 
Minneapolis 


Collins Hansen Architects 
Minneapolis 


Cuningham Group 
Architecture, P.A. 
Minneapolis 


Ellerbe Becket, Inc. 
Minneapolis 


Foss Associates, Inc. 
Fargo, ND 


Paid Advertising 


Grooters Leapaldt Tideman 
Architects (GLTA) 
St. Cloud 


Hammel, Green and 
Abrahamson Inc. 
Minneapolis 


Holabird & Root 
Rochester 


Vincent James Associates, 
Architects 
Minneapolis 


JSSH Architects, Inc. 
Minnetonka 


Judd Allen Group 
Edina 


KKE Architects, Inc. 
Minneapolis 


Kodet Architectural Group, Ltd. 
Minneapolis 


Krech, O’Brien, Mueller & 
Wass, Inc. 

Inver Grove Heights 
McGuire Courteau Lucke 


Architects Inc. 
Saint Paul 


Minneapolis 
Minneapolis 


Miller Hanson Partners 
Minneapolis 


Nor-son Inc. 
Baxter 


Oliver & Associates, Inc. 
Roseville 


Opus Architects & Engineers, Inc. 


Minnetonka 


Parker Durrant 
Minneapolis 


Paulsen Architects 
Mankato 


Perkins & Will 
Minneapolis 


Portfolio Design Services, 
Inc./PMSI, LLC 
Roseville 


Rafferty Rafferty Tollefson 
Architects, Inc. 
Saint Paul 


RiceeStromgren Architects 
Minneapolis 


Rozeboom Miller Architects, Inc. 


Minneapolis 


SALA Architects, Inc. 
Minneapolis 


Meyer, Scherer & Rockcastle, Ltd. 


Miller Dunwiddie Architects, Inc. 


Schrock DeVetter Architects 
Minneapolis 


Smiley Glotter Nyberg 
Architects, Inc. 
Minneapolis 


Stageberg Beyer Sachs, Inc. 
Minneapolis 


Studio Five Architects, Inc. 
Minneapolis 


TKDA 
Saint Paul 


TSP 
Rochester 


Vetter Johnson Architects, Inc. 
Minneapolis 


Wold Architects and Engineers 
Saint Paul 


YHR Partners 
Moorhead 


Restoration/Preservation 

SSS ee died 
Ankeny Kell Architects P.A. 
Saint Paul 


Architecture Forensic Specialties 
Bloomington 


Barbour LaDouceur Architects P.A. 
Minneapolis 


Bentz/Thompson/Rietow, Inc. 
Minneapolis 


BKV Group 
Minneapolis 


Blumentals/Architecture, Inc. 
Brooklyn Center 


Claybaugh Preservation 
Architecture Inc. 
Taylors Falls 


Engan Associates, P.A. 
Willmar 


David Heide Design LLC 
Minneapolis 


Judd Allen Group 
Edina 


Kodet Archiectural Group, Ltd. 
Minnea|[polis 


MacDonald & Mack 
Architects, Ltd. 
Minneapolis 


McMonigal Architects 
Minneapolis 


Meyer, Scherer & Rockcastle, Ltd. 
Minneapolis 


Miller Dunwiddie Architects, Inc. 
Minneapolis 


Miller Hanson Partners 
Minneapolis 


Porth Architects, Ltd. 
Minneapolis 


SALA Architects, Inc. 
Minneapolis 


SMSQ Architects, Inc. 
Northfield 


Stageberg Beyer Sachs, Inc. 
Minneapolis 


Laurel Ulland Architecture 
Minneapolis 


Interior Architecture 
i e OD Add 
AE Architecture 

Minneapolis 


Albertsson Hansen 
Architecture Ltd. 
Minneapolis 


Architectural Alliance 
Minneapolis 


Bentz/Thompson/Rietow, Inc. 
Minneapolis 


BKV Group 
Minneapolis 


Randall M. Buffie Architect, Ltd. 
Minneapolis 


Collins Hansen Architects 
Minneapolis 


Costello designs 
Lino Lakes 


Cuningham Group 
Architecture, P.A. 
Minneapolis 


E design 
Minneapolis 


Ellerbe Becket, Inc. 
Minneapolis 


Edward Farr Architects Inc. 
Eden Prairie 


Hammel, Green and 
Abrahamson, Inc. 
Minneapolis 


Horty Elving & Associates, Inc. 
Minneapolis 


KKE Architects 
Minneapolis 


Krech, O’Brien, Mueller & 
Wass, Inc. 
Inver Grove Heights 


L&M Associates, Ltd. 
Eden Prairie 
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Paul Meyer Architects, Inc. 
Plymouth 


Meyer, Scherer & Rockcastle, Ltd. 
Minneapolis 


Miller Dunwiddie Architects, Inc. 
Minneapolis 


Parker Durrant 
Minneapolis 


Paulsen Architects 
Mankato 


Perkins & Will 
Minneapolis 


Pollock Buchanan Architects 
Richfield 


RSP Architects 
Minneapolis 


SALA Architects, Inc. 
Minneapolis 


SLL/Leo A. Daly 
Minneapolis 


Charles R. Stinson 
Deephaven 


3 studios, inc. 
Minneapolis 


TKDA 
Saint Paul 


20 Below Studio 
Minneapolis 


Vetter Johnson Architects, Inc. 
Minneapolis 


Xerxes Architects Inc. 
Saint Paul 


jm omiiia a riego pomi] 
Planning (Master, Urban, Land) 


Architectural Works Villard, Inc. 
Inver Grove Heights 


Architecture Direct — Gary 
Turpening Architect 
Lakeville 


Bentz/Thompson/Rietow, Inc. 
Minneapolis 


Cuningham Group 
Architecture, P.A. 
Minneapolis 


DJR Architecture, inc. 
Minneapolis 


Hammel Green and 
Abrahamson, Inc. 
Minneapolis 


Oliver & Associates, Inc. 
Roseville 


PaeperGroup LLC 
Minneapolis 
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Parker Durrant 
Minneapolis 


Pollock Buchanan Architects 
Richfield 


Reprise Design, Inc. 
Minneapolis 


Studioworks 
Minneapolis 


URS Corporation 
Minneapolis 


Other Categories: 


ADA/Accessibility 


the Adkins Association inc. 
Architects 
Saint Paul 


Animal Hospitals/Veterinary 
Medicine 


Krech, O'Brien, Mueller & 
Wass, Inc. 
Inver Grove Heights 


Assisted Living/Alzheimers 


Ready Architectural 
Associates, Inc. 
Minnetonka 


Aviation 


Architectural Alliance 
Minneapolis 


Childcare 


Blumentals/Architecture, Inc. 
Brooklyn Center 


Computer Consulting 


Solart, Inc. 
Minneapolis 


County and State 


BKV Group 
Minneapolis 


Entertainment/Hospitality 


Cuningham Group 
Architecture, P.A. 
Minneapolis 


Elness Swenson 
GrahamaArchitects, Inc. 
Minneapolis 


KKE Architects 
Minneapolis 


Garden Design 


Sarah Nettleton Architects 
Minneapolis 


Golf Course Clubhouses 


HRMA, Inc. 
Saint Paul 


Justice/Corrections/Detention 


Buetow and Associates, Inc. 
Saint Paul 


KKE Architects, Inc. 
Minneapolis 


Wold Architects & Engineers 
Saint Paul 


Libraries 


Bentz/Thompson/Rietow, Inc. 
Minneapolis 


Meyer, Scherer & Rockcastle, Ltd. 
Minneapolis 


Long-term Care 


Adsit Architecture & Planning 
Minneapolis 


Mixed-Use 


Elness Swenson Graham 
Architects, Inc. 
Minneapolis 


Museums/Theaters/Art Facilities 


Barbour LaDouceur Architects P.A. 
Minneapolis 


Hammel, Green and 
Abrahamson, Inc. 
Minneapolis 


Parking/Transit Facilities 


Stageberg Beyer Sachs, Inc. 
Minneapolis 


Project Management 
Project Strategies 
Saint Paul 


Recreational/Sports/Athletic 
Facilities 


Ankeny Kell Architects, P.A. 
Saint Paul 


Busch Caulfield Architects, Inc. 
Saint Paul 


Ellerbe Becket, Inc. 
Minneapolis 


David Linner Architects 
Bloomington 


Setzer Architects 
Red Wing 


Stageberg Beyer Sachs, Inc. 
Minneapolis 


TKDA 
Saint Paul 


Research Laboratories 


Oliver & Associates, Inc. 
Roseville 


Roofing 


the Adkins Association inc. 
Architects 
Saint Paul 


Senior Housing/Living/ 
Health Care 


Design 1 Ltd. 
Eden Prairie 


Elness Swenson Graham 
Architects, Inc. 
Minneapolis 


Grooters Leapaldt Tideman 
Architects (GLTA) 
St. Cloud 


InSite Architects 
Minneapolis 


Jordan Architects, P.A. 
Saint Paul 


KKE Architects, Inc. 
Minneapolis 


Spiritual Retreats 


Sarah Nettleton Architects 
Minneapolis 


Sustainable Design/ 
Energy/Daylighting 


Buetow and Associates, Inc. 
Saint Paul 


CNH Architects 
Apple Valley 


The Weidt Group 
Minnetonka 


Paid Advertising 


We're releasing new software. 
To release you from old frustrations. 


We've totally redesigned our AIA Special dialog boxes help you 
Contract Documents software enter data quickly and accurately. 
to offer world-class simplicity. Enhanced storage and retrieval 
So we incorporated familiar toolbars, lets you call up project data 


pull-down menus, 
and icons, to make 
sure everything 

is as streamlined 
and intuitive as pos- 
sible. We've also 
included Microsofte 
Word and PDF file- 
saving so you can 
create, share, and 
manage documents 
with ease. You can organize 


documents by project or by 


document type. And share them 


on your network or through 


e-mail as either Word or PDF files. 


so it can be 
automatically 
incorporated into 
new documents. 
Plus, as you create 
new documents, 
any variances 
from AIA standard 
contract language 
can be displayed 
in a special report. 
It'S all here. And it's all easy. 
To learn more or to download our 
new and improved software, just 
visit our Web site at www.aia.org 
or call 612-338-6763. 


2004 CONSULTANTS’ DIRECTORY 


rchitecture Minnesota 
A publishes a variety of 
directories to aid clients, 
design firms and the public 
in identifying any licensed 
design professional or 
specialized consultant that 
may be required for various 
building projects. For 
example, elsewhere in this 
issue is our annual directory 
of architectural firms. 


The Consultants’ Directory 
which follows is our 12th 
listing of those organizations 
which have very unique and 
specialized skills that may be 
necessary for certain project 
teams. All firms have offices 
in Minnesota, and some have 
diversified skills that are 
broader than the narrow 
specialties of this directory. 


We invite you to use this 
directory, and let us know 
of any additional firms that 
should be invited to be part 
of our next Consultants’ 
Directory. 
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Legend 
AACE 
AES 


AIA 


ASA 


ASAP 


ASMP 


ARICS 


CCCA 


CCS 
CPA 
CPG 
CSI 
FCSI 
FPE 


IALD 


IES 
INCE 


MSFPE 


NCAC 


NPSI 


PE 
PMI 


NPSI 


RD 
RLS 


SAVE 
SID 


SMPTE 


USITT 


American Association 
of Cost Engineers 
Audio Engineering 
Society 

American Institute of 
Architects and a 
Registered Architect 
Acoustical Society of 
America 

American Society of 
Architectural 
Perspectivists 
American Society of 
Media Photographers 
Association of Royal 
Institute of Chartered 
Surveyors 

Certified Construction 
Contract 
Administrator 
Certified Construction 
Specifier 

Certified Public 
Accountant 

Certified Professional 
Geologist 
Construction 
Specifications Institute 
Foodservice 
Consultants Society 
Fire Protection 
Engineer 
International 
Association of 
Lighting 

Designers 
Illuminating 
Engineering Society 
Institute of Noise 
Control Engineering 
Member, Society of 
Fire Protection 
Engineers 

National Council of 
Acoustical 
Consultants 

National Playground 
Safety Institute 
Professional Engineer 
Project Management 
Institute 

National Playground 
Safety Institute 
Registered Dietitian 
Registered Land 
Surveyor 

Society of American 
Value Engineers 
Society of Information 
Display 

Society of Motion 
Picture and Television 
Engineers 

United States Institute 
of Theater Technology 


ACCESSIBILITY/ADA CODE 


, 
^ 


Julee Quarve-Peterson Inc. 

P.O. Box 1167 / 502 2nd Ave. East 
Grand Marais, MN 55604 

Tel: 612/374-3031 

Fax: 218/387-2366 

E-mail: jqpinc@boreal.org 
Established 1984 

Other Offices: Minneapolis, MN 
Contact: Julee Quarve-Peterson 
Julee Quarve-Peterson, MN 
Certified Accessibility Specialist 
Julee Quarve-Peterson consults 
with private and public sector 
clients regarding issues of accessi- 
bility, plan reviews, site inspec- 
tions, product research, code inter- 
pretation, and development of self- 
evaluation and transition plans. 


NPS Wrangell St. Ellis, Alaska; 
North Memorial Medical Center, 
Robbinsdale, MN; Minneapolis 
Public Housing Authority, Min- 
neapolis, MN; Forest Lake Area 
Public Schools, Forest Lake, MN; 
City of Shakopee, Shakopee, MN; 
Miscellaneous Property Manage- 
ment Firms, MN 


ACOUSTICAL DESIGN 


$ 
«* 


David Braslau Associates, Inc. 
1313 Sth Street SE, Ste. 322 
Minneapolis, MN 55414 

Tel: 612/331-4571 

Fax: 612/331-4572 

E-mail: david@braslau.com 
Web: www.braslau.com 


David Braslau 


PE, PhD, NCAC 


Specialized consulting in acoustics 
and noise control, computer mod- 
eling and design of performance 
spaces, auditoria and churches; 
acoustical evaluation and design 
of industrial, commercial and resi- 
dential buildings; sound and vi- 
bration isolation; design to miti- 
gate noise from environmental 
sources including transportation 
and industrial sources. 


Moorhead Middle School, Moor- 
head, MN; Woodlands Free Evan- 
gelical Church, Plover, WI; Fergu- 
son Hall Classroom/Studio, Uni- 
versity of Minnesota; Brooklyn 
Park Police Center, Brooklyn Park, 
MN; Residential Aircraft Noise As- 
sessments, Eagan, MN; 301 
Clifton - Acoustical Design, Min- 
neapolis, MN 
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Jamieson and Associates, inc. 
4133 West 45th Street 
Minneapolis, MN 55424 

Tel: 952/920-3770 

Fax: 952/920-6454 

E-mail: info@jamieson.com 
Web: www.jamieson.com 
Established 1972 
Richard N. Jamieson 
Rich Jamieson 

40 plus years specialized, profes- 
sional acoustical design and speci- 
fication experience with studio, 
worship and presentation space 
and sound reinforcement environ- 
ments. Specializing in Electro and 
Architectural Room Acoustics. Ser- 
vices computer acoustical model- 
ing for new and existing facilities. 
Hennepin County Courts, Min- 
neapolis, MN; Minnesota Public 
Radio, St. Paul, MN; KMSP Chan- 
nel 9 TV, Eden Prairie, MN; Cook- 
house Studios, Minneapolis, MN; 
Ecolab, Inc., St. Paul, MN; West- 
minster Presbyterian Church, 
Minneapolis, MN; City of Min- 
neapolis, Minneapolis, MN 


AUDIO/VISUAL 
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Jamieson and Associates, inc. 
4133 West 45th Street 
Minneapolis, MN 55424 
Tel: 952/920-3770 

Fax: 952/920-6454 

E-mail: info@jamieson.com 
Web: www.jamieson.com 
Established 1972 


Richard N. Jamieson 


ASA, AES 


SID, ASA 
AES 
Rich Jamieson 
Independent AV Consultants. De- 
signers and Specifiers. 40 plus 
years professional experience at 
collaboratively, creatively and suc- 
cessfully providing solutions to au- 
diovisual, acoustical and lighting 
facilities and systems design and 
specification needs while teaming 
with architects, engineers, Interior 
Designer and owners. 
Pioneer Hybred International, Des 
Moines, IA; City of Minneapolis, 
Minneapolis, MN; Lutheran 
Brotherhood, Minneapolis, MN; 
Xcel Energy, Minneapolis, MN; 
Normandale Community College, 
Bloomington, MN; City of Edina, 
Edina, MN 


Paid Advertising 
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American Engineering Testing, Inc. 

550 Cleveland Avenue N. 

St. Paul, MN 55114-1804 

Tel: 651/659-9001 

Fax: 651/659-1379 

E-mail: aet@amengtest.com 

www.amengtest.com 

Established 1971 

Other Offices: Duluth, Mankato, 

Martshall and Rochester, MN; 

Wausau, WI; Rapid City, 

Beresford and Pierre, SD 

Contact: Erik Forgaard, Dir. of 
Bus. Dev. 


Terry E. Swor PG 
Richard D. Stehly PE 
Daniel Larson PE 
Mike Schmidt PE 
Jeff Voyen PE 


Robert Kaiser 

We are a multi-disciplinary, geo- 
technical, environmental, forensic 
and construction materials firm 
providing engineering and scien- 
tific consulting, subsurface explo- 
ration and testing. Specialized ser- 
vices: geotechnical exploration, en- 
gineering review; construction test- 
ing, special inspections; building/ 
structure condition assessment, 
restoration, repair; environmental 
assessments, industrial hygiene, re- 
medial investigations, air emission 
permits. New: piezocone penetra- 
tion testing and seismic piezocone 
penetration testing, source emis- 
sions monitoring, industrial hy- 
giene services, ground-penetrating 
radar, dynamic pile testing, indoor 
air quality monitoring. 


West Office Building, Wells Fargo 
Campus, Minneapolis, MN; South 
Saint Paul Stockyards/Bridge Point 
Business Park Redevelopment, MN; 
Upper Landing Redevelopment, St. 
Paul, MN; Xcel Energy Center, St. 
Paul, MN; Minneapolis Heart Hos- 
pital Expansion, Minneapolis, MN; 
General Mills World Headquarters, 
Golden Valley, MN 


Paid Advertising 


CAD/COMPUTER SOFTWARE 
AND MANAGEMENT 


CONSULTING SERVICES 


CAD Drafting and Design 

Services, Inc. 

305 Webster Avenue 

North Mankato, MN 56003 

Tel: 507/388-6570 

Fax: 507/388-6768 

E-mail: 
lynd@caddrafting-design.com 

Established 2000 

Contact: Lyn Diefenderfer 


Lyn Diefenderfer 

We provide contractual outsource 
drafting for Architects and Engi- 
neers throughout Minnesota. Our 
main priority is to build a strong, 
working relationship with open 
communication with each client. 
By creating a team approach for 
each project, we are able to pro- 
vide high-quality documentation 
in a timely manner. You, the 
client, are in charge of the project 
decisions, while we do the detail 
work of putting together profes- 
sional documents for your projects 
that utilize your CAD standards. 
Midwest Wireless Communica- 
tions Corporate Headquarters, 
Mankato, MN; Hormel Foods Cor- 
poration Interpretive Center and 
Corporate Offices, Austin, MN; 
Mankato Family YMCA, Mankato, 
MN; Creative Memories Corporate 
Offices and Distribution Center, 
St. Cloud, MN; Itasca Community 
College Engineering Technology 
Center, Grand Rapids, MN; Vari- 
ous private residences and multi- 
family housing complexes. 


CEMENT PLASTER WALL 
ASSEMBLIES, EIFS, INTERIOR 


PLASTER SYSTEMS 
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MN Lath and Plaster Bureau 

820 Transfer Road 

St. Paul, MN 55114 

Tel: 651/645-0208 

Fax: 651/645-0209 

E-mail: paula@mnlath-plaster.com 
www.mnlath-plaster.com 
Established 1953 

Contact: Paula Nyquist 


Steve Pedracine 
Information and Technical re- 
Source on stucco, interior plaster 
systems, EIFS including code-relat- 
ed issues. The Bureau has non- 
propriatory AIA/CEU Presenta- 
tions and is available for spec and 
detail review of the systems. 


GSL CIDT 


Continued on next column 


Pantages Theatre, Minneapolis, 
MN; Walker Art Center, Min- 
neapolis, MN; Sumner Library 
Restoration, Minneapolis, MN; 
Department of Health and Hu- 
man Services Building, St. Paul, 
MN; Skyline Towers Restoration, 
St. Paul, MN; Shingle Creek Park 
Towers, Brooklyn Center, MN 


CODE/LIFE SAFETY 
CONSULTING 
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MN Lath and Plaster Bureau 

820 Transfer Road 

St. Paul, MN 55114 

Tel: 651/645-0208 

Fax: 651/645-0209 

E-mail: paula@mnlath-plaster.com 
www.mnlath-plaster.com 
Established 1953 

Contact: Paula Nyquist 


Steve Pedracine 
Information and Technical re- 
source on stucco, interior plaster 
systems, EIFS including code-relat- 
ed issues. The Bureau has non- 
propriatory AIA/CEU Presenta- 
tions and is available for spec and 
detail review of the systems. 
Pantages Theater, Minneapolis, 
MN; Walker Art Center, Min- 
neapolis, MN; Sumner Library 
Restoration, Minneapolis, MN; 
Department of Health and Hu- 
man Services Building, St. Paul, 
MN; Skyline Towers Restoration, 
St. Paul, MN; Shingle Creek Park 
Towers, Brooklyn Center, MN 


COMMISSIONING 
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Dunham Associates, Inc. 

8200 Normandale Boulevard 

Ste. 500 

Minneapolis, MN 55437 

Tel: 952/820-1400 

Fax: 952/820-2760 

E-mail: 
info@dunhamassociates.com 

www.dunhamassociates.com 

Established 1960 

Contact: Kathleen M. Kolbeck, CEO 


CSI, CDT 


Kathleeen Kolbeck PE 
Dale Holland PE 
Jay Rohkohl PE 
Mark Sigel PE 
Darrell Martin EIT 
Brion Szwed PE 


Continued on next column 


Dunhamn Associates provides 
commissioning services on vari- 
ous levels from peer review to 
complete building commission- 
ing. We provide commissioning 
services as part of the design team 
or as a “third party” commission- 
ing provider. Re-commissioning is 
also provided for existing building 
systems to promote more efficient 
building operation. 

School District #112, Chaska, MN; 
Jordan High School, Jordan, MN; 
Minneapolis Public Schools, Min- 
neapolis, MN; Lake Superior School 
District, Two Harbors and Silver 
Bay, MN; University of Minnesota 
Mondale Law Library, Minneapo- 
lis, MN; University of Minnesota 
Women’s Ice Hockey Arena and 
Tennis Center, Minneapolis, MN 
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Engineering Design Initiative, Ltd. 
(EDI) 

420 North Sth Street, Ste. 1090 
Minneapolis, MN 55401 

Tel: 612/343-5965 

Fax: 612/343-5982 

E-mail: Inemer@edilimited.com 
Established 2002 

Contact: Larry J. Nemer, P.E. 


Jay Hruby PE 
Larry Nemer PE 
Larry Svitak PE 


EDI provides independent M/E 
building Commissioning services, 
always with the goal of maintain- 
ing high professional standards 
and fulfilling building owners’ ex- 
pectations. EDI’s Commissioning 
Staff is skilled in all phases of the 
design/construction process from 
programming through operation 
and maintenance. EDI has profes- 
sional membership in the Build- 
ing Commissioning Association, 
and in the U.S. Green Building 
Council. Larry Nemer is an accred- 
ited LEED Professional Engineer. 
Grinnell College Campus Center, 
Grinnell, IA; Grinnell College 
New Housing Complex, Grinnell, 
IA; Grinnell College Energy 
Plant, Grinnell, IA; Grinnell Col- 
lege, Noyes Science Center, Grin- 
nell, IA; Minneapolis Public 
Schools - Bethune School Media 
Center Upgrade, Minneapolis, 
MN; City of Minneapolis, Curry 
Maintenance Facility Fire Alarm, 
Minneapolis, MN 
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Ericksen Ellison and 

Associates Inc. (EEA) 

2635 University Ave. W., Ste. 200 

St. Paul, MN 55114-1231 

Tel: 651/632-2300 

Fax: 651/632-2397 

E-mail: info@eeaengineers.com 

www.eeaengineers.com 

Established 1954 

Other Office: Grand Rapids, MN 

Contact: Mark Cotroneo, 
651/632-2346 


William F. Thiesse 


PE 
James H. Art PE 
Todd A. Peterson PE 
Terri A. Fleischhacker 
David L. Larson RCDD 


EEA’s commissioning staff mem- 
bers provide building owners with 
a quality assurance process to en- 
sure that mechanical, electrical, 
and life safety systems are de- 
signed, installed, and operate both 
to specification and expectation. 
EEA services include a full range of 
commissioning activities includ- 
ing system validation, operating 
and maintenance training. EEA is 
a member of the Building Com- 
missioning Association, an associ- 
ation that promotes building com- 
missioning practices that maintain 
the highest professional standards. 
FCI Sandstone Powerhouse and 
Housing, Sandstone, MN; MCF 
Shakopee and Lino Lakes, MN; 
Grinnell College Energy Distribu- 
tion Center, Grinnell, IA; Min- 
neapolis Community Technical 
College Library & Instructional 
Technology Center, MN; Com- 
monwealth of Pennsylvania Data 
Center, Harrisburg, PA; Eli Lilly 
Global Data Processing Center, 
Indianapolis, IN 
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Michaud, Cooley, Erickson 

333 S. Seventh Street, Ste. 1200 

Minneapolis, MN 55402 

Tel: 612/339-4941 

Fax: 612/339-8354 

E-mail: 
rtaylor@michaudcooley.com 

www.michaudcooley.com 

Established 1946 

Contact: Rebecca Taylor 


Dean A. Rafferty 


PE 
Monty L. Talbert, Jr. 
Douglas C. Cooley PE 


Joseph A. Tennyson 
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MCE designs HVAC, plumbing, 
fire protection, electrical, illumina- 
tion, security, life safety, audiovi- 
sual, building automation and 
other specialized building systems. 
Feasibility and deficiency studies, 
reports and master planning. Ten- 
ant representation and fit-up ser- 
vices. Commissioning and facili- 
ties management. IAQ analysis. 


Wells Fargo Operations Center, 
Shoreview, MN; Department of 
Human Services, St. Paul, MN; 
Guthrie Theatre, Minneapolis, 
MN; Humphrey Terminal, Bloom- 
ington, MN; Target Stores, Nation- 
wide USA; Boston Scientific, Maple 
Grove, MN 
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Sebesta Blomberg & Associates, Inc. 
2381 Rosegate 

Roseville, MN 55113 

Tel: 651/634-0775 

Fax: 651/634-7400 

E-mail: ljohnson@sebesta.com 
Web: www.sebesta.com 
Established 1994 

Other MN Office: Rochester 
Other Offices: Boston, MA; Chica- 
go, IL; Portland, OR; Rosslyn, VA; 
Dallas, TX; Shanghai PR, China 
Contact: Brad Kafka 


James J. Sebesta PE 
Paul J. Blomberg PE 
Rebecca T. Ellis PE 
John A. Carlson PE 
Dean R. Sharpe PE 
Oleksa P. Breslawec PE 


Sebesta Blomberg is a specialty en- 
gineering and management con- 
sulting firm providing services to 
institutional, healthcare, industrial 
and public markets nationwide. 
Services include: utility infrastruc- 
ture modernization and optimiza- 
tion, building systems design and 
analysis, commissioning, architec- 
tural lighting, controls and automa- 
tion, process engineering, power 
generation, transmission and distri- 
bution, facilities management sup- 
port, training and documentation, 
and construction services. 
University of Minnesota, Min- 
neapolis, MN; 3M, Various Loca- 
tions: The Pentagon, Arlington, 
VA; Mayo Foundation, Rochester, 
MN; Imation, Various Locations; 
University of Maryland, College 
Park, MD 


CONSTRUCTION 
ADMINISTRATION 
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Hanscomb Faithful & Gould 

900 Second Avenue South 

500 International Centre 

Minneapolis, MN 55402-3314 

Tel: 612/338-3120 

Fax: 612/338-3647 

E-mail: ian.greenwood(? 
hanscombfgould.com 

Established 1947 


Other Offices: Chicago, IL; 
Cincinnati, OH; Atlanta, GA; 
Boston, MA; Dallas and Houston, 
TX; Denver, CO; Greenville, AL; 
Los Angeles, San Francisco and 
San Diego, CA; Miami and Orlan- 
do, FL; Nashville, TN; New Haven, 
CT; New York, NY; Philadelphia, 
PA; Phoenix, AZ; Portland, OR; 
Princeton, NJ; Raleigh, SC; Seattle, 
WA; Washington, DC 

Contact: Ian Greenwood 

Paul Wood 

John Okell 

Chris Taylor 

Andrew White 

Provides clients with a broad 
range of independent project 

and cost management services for 
the construction industry - from 
inception, financing and design 
through construction, closeout 
and operation - helping clients 
maximize their capital invest- 
ments by providing accurate, 
timely and detailed information 
which clients use to make in- 
formed decisions. 

Ongoing projects for General Mills, 
Golden Valley, MN; HealthEast 
Midway Outpatient Services Cen- 
ter, St. Paul, MN; Shingle Springs 
Casino & Entertainment Complex, 
Shingle Springs, CA; Park Inn Ho- 
tels for Carlson Hotels Worldwide, 
MN; World Trade Center Redevel- 
opment, New York, NY; The Mor- 
ton Arboretum, Lisle, IL 


CONSTRUCTION 
MANAGEMENT 
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Bossardt Corporation 

8585 West 78th Street, Ste. 100 
Minneapolis, MN 55438 

Tel: 952/831-5408 

Fax: 952/831-1268 

E-mail: Imickschl@bossardt.com 
www.bossardt.com 

Established 1983 

Contact: Linda Mickschl 


John R. Bossardt 

Bossardt Corporation brings over 
20 years of experience in provid- 
ing Professional Construction 
Management Services, Owner’s 
Representative Services, and Con- 
sulting Cost Estimating services to 
public and private clients on a va- 
riety of projects including educa- 
tion, healthcare, multi-housing, 
senior housing, industrial, munic- 
ipal, county and religious facili- 
ties. Our highly experienced staff 
is committed to providing accu- 
rate cost/budget estimating, effec- 
tive value engineering strategies 
and reliable scheduling on every 
project from pre-planning 
through construction completion. 


Chaska Public Schools, MN; Hop- 
kins Public Schools, MN; Sauk 
Rapids-Rice Public Schools, MN; 
Minneapolis Lutheran High 
School, MN; St. Anne’s Senior 
Housing, MN; Grace Church, MN 
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CPMI 

7851 Metro Parkway, Ste. 250 
Bloomington, MN 55425 
Tel: 952/854-3663 

Fax: 952/854-2847 

E-mail: lgleason@cpmi.com 
Web: www.cpmi.com 
Established 1970 

Other Offices: Des Moines, IA 
Contact: Larry Gleason 


Larry Gleason AIA, CMAA 
Peter Goodwin AACE, SAVE 
Richard Janssen AIA, CSI, CMAA 


Paul Oberhaus ASSE, CMAA 
Dan West AIC 
Susan Jones IIDA, CMAA 


For over 33 years, CPMI has pro- 
vided professional construction 
management and consulting to a 
wide range of public and private 
sector clients, locally and nation- 
ally. We build project success with 
experienced staff and services cov- 
ering pre-design/scope develop- 
ment, design team selection, cost 
management, schedule control, fi- 
nancial status and accountability. 


MDA/MDH State Lab/Office, St. 
Paul, MN; Science Addition/Reno- 
vation, Minnesota State Universi- 
ty, Moorhead, MN; Mayo Civic 
Center Expansion, Rochester, MN; 
Mill City Museum/Stone Arch Of- 
fices, Minneapolis, MN; Central 
Library, St. Paul, MN; City 
Hall/Police Station, Pekin, IL 
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Donlar Corporation 

2277 West Highway 36, Ste. 210 W 
Roseville, MN 55113 

Tel: 651/227-0631 

Fax: 651/227-0132 

E-mail: jon@donlarcorp.com 
www.donlarcorp.com 

Established 1972 

Other Office: St. Cloud, MN 
Contact: Jon Kainz 

Larry Dotte 

Don Kainz 

Ron Kraemer 

Bill Boom 

Jon Kainz 

Bruce Ellingson 

Providing full-service construction 
management services for 32 years. 
We offer practical solutions from 
conceptualization through con- 
struction for commercial and in- 
stitutional clients. Our experi- 
enced staff provides budgeting, 
scheduling, facility assessments, 
coordination, and more. 


Continued on next column 
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St. Cloud Hospital Heart Care 
Center and Emergency Room Ex- 
pansion, MN; St. Michael/Al- 
bertville Public Schools, Multiple 
Projects, St. Michael, MN; Wood- 
bury Park/Washington County Li- 
brary, Woodbury, MN; Upsala 
Public Schools Addition and Re- 
model, Upsala, MN; St. Benedict 
Monastrery Main Building Re- 
model, St. joseph, MN; St. Cloud 
State University Atwood Memori- 
al Center Addition and Remodel, 
St. Cloud, MN 
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3D/I 

60 South Sixth Street, Ste. 2450 
Minneapolis, MN 55402 

Tel: 763/656-9000 

Fax: 763/656-9001 

E-mail: contact@3di.com 
www.3di.com 

Other Offices: Albuquerque, NM, 
Austin, Houston and San Anto- 
nio, TX; Grand Rapids, MI; Los 
Angeles, Sacramento, San Diego 
and San Francisco, CA; Miami and 
Orlando, FL; Phoenix, AZ; Salt 
Lake City, UT; Washington, D.C. 


Contact: Robert Degenhardt PE 


Robert Degenhardt PE 


Robert Struve PE 
Robert Huddleston PE 
Barry Badinger CCM 


3D/I provides program and project 
management, construction man- 
agement, design-build, facility con- 
dition assessments, owner's repre- 
sentation and IT implementation. 
St. Joseph's Medical Center, Brain- 
erd, MN; Westonka Public 
Schools, Mound, MN; Prairie Jus- 
tice Center - Nobles County, Wor- 
thington, MN; Sauk Rapids Public 
Works Facility, Sauk Rapids, MN; 
Winona State University, Winona, 
MN; Minnesota State Colleges and 
Universities, St. Paul, MN 


CONSULTING ENGINEERS 
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American Engineering Testing, Inc. 

550 Cleveland Avenue N. 

St. Paul, MN 55114-1804 

Tel: 651/659-9001 

Fax: 651/659-1379 

E-mail: aet@amengtest.com 

www.amengtest.com 

Established 1971 

Other Offices: Duluth, Mankato, 

Marshall and Rochester, MN; 

Wausau, WI; Rapid City, 

Beresford, Aberdeen and Pierre, SD 

Contact: Erik Forgaard, Dir. of 
Bus. Dev. 


Terry E. Swor PG 
Richard D. Stehly PE 
Daniel Larson PE 
Mike Schmidt PE 
Jeff Voyen PE 


Robert Kaiser 

We are a multi-disciplinary, geo- 
technical, environmental, forensic, 
and construction materials firm 
providing engineering and scien- 
tific consulting, subsurface explo- 
ration and testing. Specialized ser- 
vices: geotechnical exploration, en- 
gineering review, construction test- 
ing, special inspections, building/ 
structure condition assessment, 
restoration, repair, environmental 
assessments, industrial hygiene, re- 
medial investigations, air emission 
permits. New: piezocone penetra- 
tion testing and seismic piezocone 
penetration testing, source emis- 
sions monitoring, industrial hy- 
giene services, ground-penetrating 
radar, dynamic pile testing, indoor 
air quality monitoring. 


West Office Building, Wells Fargo 
Campus, Minneapolis, MNI; 
South Saint Paul Stockyards/ 
Bridge Point Business Park Rede- 
velopment, MN; Upper Landing 
Redevelopment, St. Paul, MN; 
Xcel Energy Center, St. Paul, MN; 
Minneapolis Heart Hospital Ex- 
pansion, Minneapolis, MN; Gen- 
eral Mills World Headquarters, 
Golden Valley, MN 
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Gausman & Moore 
Associates, Inc. 

1700 West Highway 36 
700 Rosedale Towers 
Roseville, MN 55113 

Tel: 651/639-9606 

Fax: 651/639-9618 

E-mail: gmmail@gausman.com 
WWW.gausman.com 
Established 1935 

Other offices: Duluth, MN; 
Portland, OR 

Contact: Mark Leutgeb 


Continued on next column 


James W. Giefer PE 
James A. Keller PE 
D. Lane Hersey PE 
Robert B. Full PE 


Gausman & Moore provides me- 
chanical, electrical, fire protection, 
and technology design engineer- 
ing services. Areas of Special Ex- 
pertise include sustainable design 
(LEED Accredited), mission critical 
power systems, forensic investiga- 
tions, lighting design, and com- 
missioning. 

Target Stores, Nationwide; U. S. 
Army Corps of Engineers, Nation- 
wide; Cloquet Community 
Memorial Hospital, Cloquet, MN; 
University of Minnesota, Numer- 
ous Projects Statewide; Wooddale 
Church, Wooddale, MN; Brook- 
dale Library and Service Center, 
Brookdale, MN 
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Van Sickle, Allen & Associates, Inc. 

2955 Xenium Lane North, Ste. 10 

Plymouth, MN 55441 

Tel: 763/559-9100 

Fax: 763/559-6023 

E-mail: 
sstangeland@vansickleallen.com 

Web: www.vansickleallen.com 

Established 1978 

Other Office: Hutchinson, KS 

Contact: Scott Stangeland 


Richard. Van Sickle PE 
Scott Stangeland PE 
S. (Shawn) Shahriar Ph.D, PE 
Keith Jacobson PE 
Bernie Jansen 


Gene Halderson 

Structural and Civil Engineering 
services for commercial, corpo- 
rate, educational, retail, govern- 
ment, health care, hotel, senior 
housing and parking facilities. En- 
gineering and planning for indus- 
trial and agribusiness including 
food and dairy processing facili- 
ties; shipping and handling facili- 
ties; grain storage, handling and 
processing; ethanol facilities; 
manufacturing; and power plants. 
New Guthrie Theatre, Minneapo- 
lis, MN; Fort Snelling Army Re- 
serve Building, Fort Snelling, MN; 
Southdale Square, Edina, MN; 
Meridian Crossing, Richfield, MN; 
Sysco Food Warehouse Expan- 
sion, Moundsview, MN; Apple 
Valley City Hall, Apple Valley, MN 
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COST ESTIMATING/ 
MANAGEMENT 


e. 


KGa 


Bossardt Corporation 

8585 West 78th Street, Ste. 100 
Minneapolis, MN 55438 

Tel: 952/831-5408 

Fax: 952/831-1268 

E-mail: Imickschl@bossardt.com 
www.bossardt.com 

Established 1983 

Contact: Linda Mickschl 


John R. Bossardt 

Bossardt Corporation brings over 
20 years of experience in provid- 
ing Professional Construction 
Management Services, Owner’s 
Representative Services, and Con- 
sulting Cost Estimating services to 
public and private clients on a va- 
riety of projects including educa- 
tion, healthcare, multi-housing, 
senior housing, industrial, munic- 
ipal, county and religious facili- 
ties. Our highly experienced staff 
is committed to providing accu- 
rate cost/budget estimating, effec- 
tive value engineering strategies 
and reliable scheduling on every 
project from pre-planning 
through construction completion. 


Chaska Public Schools, MN; Hop- 
kins Public Schools, MN; Sauk 
Rapids-Rice Public Schools, MN 
Minneapolis Lutheran High 
School, MN; St. Anne’s Senior 
Housing, MN; Grace Church, MN 
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CPMI 

7851 Metro Parkway, Ste. 250 
Bloomington, MN 55425 

Tel: 952/854-3663 

Fax: 952/854-2847 

E-mail: pgoodwin@cpmi.com 
Web: www.cpmi.com 
Established 1970 

Other offices: Des Moines, IA 
Contact: Peter Goodwin 

Larry Gleason AIA, CMAA 
Peter Goodwin AACE, SAVE 
Richard Janssen AIA, CSI, CMAA 


Paul Oberhaus ASSE, CMAA 
Dan West AIC 
Susan Jones IIDA, CMAA 


For over 33 years, CPMI has pro- 
vided cost management for a wide 
range of public and private pro- 
jects. We have provided cost ser- 
vices to Owners and over 150 A/E 
firms nationwide. Our experi- 
enced staff helps build project suc- 
cess through services covering pre- 
design/design estimates, bid analy- 
sis, value engineering, change or- 
der review and claims analysis. 
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MDA/MDH State Lab/Office, St. 
Paul, MN; Science Addition/Reno- 
vation, Minnesota State Universi- 
ty, Moorhead, MN; Mayo Civic 
Center Expansion, Rochester, MN; 
Mill City Museum/Stone Arch Of- 
fices, Minneapolis, MN; Central Li- 
brary, St. Paul, MN; City Hall/Po- 
lice Station, Pekin, IL; Elementary, 
Middle School, High School Im- 
provements, Spirit Lake, IA 
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Hanscomb Faithful & Gould 

900 Second Avenue S. 

500 International Center 

Minneapolis, MN 55402-3314 

Tel: 612/338-3120 

Fax: 612/338-3647 

E-mail: ian.greenwood@ 
hanscombfgould.com 

Established 1947 

Other Offices: Chicago, IL; 

Cincinnati, OH; Atlanta, GA; 

Boston, MA; Dallas and Houston, 

TX; Denver, CO; Greenville, AL; 

Los Angeles, San Francisco and 

San Diego, CA; Miami and Orlan- 

do, FL; Nashville, TN; New Haven, 

CT; New York, NY; Philadelphia, 

PA; Phoenix, AZ; Portland, OR; 

Princeton, NJ; Raleigh, SC; Seattle, 

WA; Washington, DC 


Contact: Ian Greenwood 


Paul Wood 

John Okell 

Chris Taylor 

Andrew White 

Provides clients with a broad range 
of independent project and cost 
management services for the con- 
struction industry - from incep- 
tion, financing and design through 
construction, closeout and opera- 
tion - helping clients maximize 
their capital investments by pro- 
viding accurate, timely and de- 
tailed information which clients 
use to make informed decisions. 
Ongoing projects for General Mills, 
Golden Valley, MN; HealthEast 
Midway Outpatient Services Cen- 
ter, St. Paul, MN; Shingle Springs 
Casino & Entertainment Complex, 
Shingle Springs, CA; Park Inn Ho- 
tels for Carlson Hotels Worldwide, 
MN; World Trade Center Redevel- 
opment, New York, NY; The Mor- 
ton Arboretum, Lisle, IL 


ENGINEERING - CIVIL, 
MECHANICAL, ELECTRICAL, 


STRUCTURAL 
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Albertson Engineering Inc. 
2198 Goodrich Avenue 

St. Paul, MN 55105 

Tel: 651/699-5083 

Fax: 651/699-5084 

E-mail: salbertson@isd.net 
Established 1998 


J. Shane Albertson PE 
Firm Personnel by Discipline 

Mechanical Engineers 1 
Technical 1 
Total 2 


Mechanical consulting engineer- 
ing for HVAC, plumbing, fire pro- 
tection, process piping, refrigera- 
tion piping, temperature controls, 
energy management and HVAC 
system commissioning for com- 
mercial, industrial, medical, edu- 
cational and municipal projects. 
New Brighton Public Safety Build- 
ing, New Brighton, MN; Hawkins 
Chemical Red Rock Road Plant, 
St. Paul, MN; Minneapolis East 
Yard Water Works and Vehicle 
Maintenance Building Air Systems 
Addition, Minneapolis, MN; Hon- 
eywell Technology Center Energy 
Labs, Minneapolis, MN; Affiliated 
Medical Center MRI and CT, Will- 
mar, MN; St. Joseph Catholic 
School, Waconia, MN 
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Dunham Associates, Inc. 
8200 Normandale Blvd., Ste. 500 
Minneapolis, MN 55437 
Tel: 952/820-1400 
Fax: 952/820-2760 
E-mail: 
info@dunhamassociates.com 
www.dunhamassociates.com 
Established 1960 
Contact: 
Katheleen M. Kolbeck, CEO 


Kathleen Kolbeck PE 


Dale Holland PE 
Jay Rohkohl PE 
Mark Sigel PE 
Darrell Maerin EIT 
Brion Szwed PE 


Continued on next column 


Dunham Associates provides me- 
chanical, electrical and structural 
consulting engineering along with 
fire protection, commissioning, 
telecommunications design and 
Indoor Air Quality. Our IAQ ex- 
pertise includes Thermal Displace- 
ment Ventilation and Computa- 
tional Fluid Dynamics modeling. 
We provide our clients with spe- 
cialized expertise in all business 
markets - Aviation/Transportation, 
Commercial/Industrial, Education, 
Healthcare, Hospitality and Retail 


Edina Public Schools,Edina, MN; 
Methodist Hospital Heart and 
Vascular Center, St. Louis Park, 
MN; Grand Casino Mille Lacs Ho- 
tel, Onamia, MN; Minneapolis/St. 
Paul International Airport Expan- 
sions, MN; Blue Cross Blue Shield 
of Minnesota, Eagan, MN; Dollar 
Tree Stores, Nationwide 
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Engineering Design 

Initiative, Ltd. (EDI) 

420 North 5th Street, Ste. 1090 
Minneapolis, MN 55401 

Tel: 612/343-5965 

Fax: 612/343-5982 

E-mail: Inemer@edilimited.com 
Established 2002 

Contact: Larry J. Nemer, PE 


Jay Hruby PE 
Larry Nemer PE 
Larry Svitak PE 


EDI provides innovative M/E en- 
gineering solutions for a variety of 
building types. EDI is committed 
to delivery designs that are ener- 
gy-efficient, maintainable and sus- 
tainable. We are passionate in our 
creative design, attention to detail 
and commitment to teamwork - 
from the establishment of initial 
performance goals through valida- 
tion by commissioning. 


Min No Aya Win Clinic, Cloquet, 
MN; FDL Sawyer Community Cen- 
ter Addition, Sawyer, MN; Nobles 
County Human Services Remodel- 
ing, Worthington, MN; SPPS 
Washington Middle School Boiler 
Replacement, St. Paul, MN; First 
Lutheran Church, Minneapolis, 
MN; Minnesota National Guard, 
Northern Armories; City of Min- 
neapolis Water Works, Fridley, MN 


Paid Advertising 
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Ericksen Ellison and 

Associates, Inc. (EEA) 

2635 University Ave. W., Ste. 200 

St. Paul, MN 55114-1231 

Tel: 651/632-2300 

Fax: 651/632-2397 

E-mail: info@eeaengineers.com 

www.eeaengineers.com 

Established 1954 

Other MN Office: Grand Rapids 

Contact: William F. Thiesse, PE 
651/632-2333 


William F. Thiesse PE 


James H. Art PE 
Todd A. Peterson PE 


Terri A. Fleischhacker 
David L. Larson 

The consulting engineering firm 
of EEA specializes in Electrical and 
Mechanical design of HVAC, 
plumbing, fire protection, special- 
ty lighting, power, security/sur- 
veillance and electronic commu- 
nication system design for educa- 
tional, correctional, manufactur- 
ing, and recreational facilities, li- 
braries, offices, clean rooms and 
data centers. EEA provides sys- 
tems commissioning, operator 
training, and facilities infrastruc- 
ture planning. 

New Minneapolis Central Library, 
Minneapolis, MN; Federal Correc- 
tional Institute (FCI), Sandstone, 
MN; Walter Library Digital Tech- 
nology Center, University of Min- 
nesota, Minneapolis, MN; Eli Lilly 
Corporation Data Center, Indi- 
anapolis, IN; Grinnell College 
Energy Center, Grinnell, IA; Sher- 
burne County Jail and Sheriff's 
Office Expansion, Elk River, MN 


RCDD 
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Landform 

510 First Avenue N., Ste. 650 
Minneapolis, MN 55403 

Tel: 612/252-9070 

Fax: 612/252-9077 

E-mail: info@landformmsp.com 
www.landform.net 

Established 1994 

Other Office: Phoenix, AZ 
Contact: Michelle Durgin 


Darren Lazan RLA 
Steve Johnston PE 
Carolyn Krall AIA 
Kendra Lindahl AICP 


Continued on next column 


Paid Advertising 


Landform provides civil engineer- 
ing, planning, urban design, land- 
scape architecture, land surveying 
and architectural services. Our 
broad range of local and national 
clients includes developers, archi- 
tects, corporate/commercial 
groups, builders, and government 
entities. Specialties are industrial, 
restaurant, office, retail, housing, 
public sector, institutional, hospi- 
tality and medical. 

ADC Telecommunications Head- 
quarters, Eden Prairie, MN; Men- 
dota Heights Town Center, Men- 
dota Heights, MN; Orono Village, 
Orono, MN; Andover Clocktower 
Commons, Andover, MN; Maple 
Grove Medical Facility, Maple 
Grove, MN; Applebee’s, Multiple 
Midwest Locations 
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Larson Engineering of Minnesota 
3524 Labore Road 

White Bear Lake, MN 55110 

Tel: 651/481-9120 

Fax: 651/481-9201 

E-mail: info@larsonmn.com 
www. larsonengr.com 

Established 1979 

Other Offices: Naperville, IL; 
Appleton, WI; Norcross, GA; 

St. Louis, MO; Scottsdale, AZ 

Lee Granquist PE 
Kesh Ramdular PE 
Henry Voth PE 
Larson Engineering of Minnesota 
offers engineering services in both 
STRUCTURAL (including architec- 
tural, curtain wall and industrial), 
and CIVIL (including pavement 
management and athletic 
facilities). 


STRUCTURAL: Sauk Rapids High 
School, Sauk Rapids, MN; Disney 
Concert Hall, Los Angeles, CA 
(CW); Boston-Logan Airport, 
Boston, MA (CW). CIVIL Sartell 
Elementary School, Sartell, MN; 
Northfield Middle School, North- 
field, MN; St. Croix Lutheran 
High School, West St. Paul, MN 
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Lundquist, Killeen, Potvin & 
Bender, Inc. (LKPB) 

1935 W. County Road B2 
Ste. 300 

Saint Paul, MN 55113 

Tel: 651/633-1223 

Fax: 651/633-1355 

E-mail: nbart@lkpb.com 
www.lkpb.com 

Established 1969 


Leonard A. Lundquist PE 
John M. Killeen PE 
Peter A. Potvin PE 
Gayland J. Bender PE 
Stephen J. Gentilini PE 


LKPB provides MECHANICAL 
and ELECTRICAL engineering - 
consulting and design services. 


Middlebury College, New Library, 
Middlebury, VT; Regions Hospital 
Master Planning, St. Paul, MN; 
Minnesota State Capitol Infra- 
structure Upgrades, St. Paul, MN; 
University of Minnesota Land- 
scape Arboretum, New Visitors 
Center, Chanhassen, MN; Medica 
Corporate Headquarters, Min- 
netonka, MN; Mill City Museum, 
Minneapolis, MN 
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Meyer, Borgman & Johnson, Inc. 
12 South Sixth Street, Ste. 810 
Minneapolis, MN 55402 

Tel: 612/338-0713 

Fax: 612/337-5325 

E-mail: jglasperembjeng.com 
www.mbjeng.com 

Established 1955 

Other Office: Duluth, MN 
Contact: Joan Glasper 


Daniel E. Murphy PE 
Michael J. Ramerth PE 
Meyer, Borgman, and Johnson, 
Inc. is a 36-person Structural engi- 
neering firm providing profession- 
al services for educational, med- 
ical, commercial, parking, indus- 
trial, high-tech, recreational, reli- 
gious, and housing facilities total- 
ing approximately $400 million 
in construction dollars annually. 
Services include feasibility studies, 
analysis and design, construction 
documentation, field observation 
and special inspections services, 
and building and parking ramp 
condition surveys. 


Continued on next column 
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Allianz Life Insurance, Golden 
Valley, MN; St. Mary's Duluth 
Clinic, Duluth, MN; 301 Kenwood 
Condominiums, Minneapolis, 
MN; Minneapolis Heart Hospital, 
Abbott Northwestern, Minneapo- 
lis, MN; James I. Swenson Labora- 
tory Science Building, University 
of Minnesota Duluth, Duluth, 
MN; Minneapolis Institute of Arts 
West Gallery Expansion, Min- 
neapolis, MN 


SC 


Michaud Cooley Erickson 

333 S. Seventh Street, Ste. 1200 

Minneapolis, MN 55402 

Tel: 612/339-4941 

Fax: 612/339-8354 

E-mail: 
ttaylor@michaudcooley.com 

www.michaudcooley.com 

Established 1946 

Contact: Rebecca Taylor 


Dean A. Rafferty PE 
Monty L. Talbert, Jr. 
Douglas C. Cooley PE 


Joseph A. Tennyson 


MCE designs HVAC, plumbing, 
fire-protection, electrical, illumina- 
tion, security, life safety, audiovi- 
sual, building automation and 
other specialized building systems. 
Feasibility and deficiency studies, 
reports and master planning. Ten- 
ant representation and fit-up ser- 
vices, commissioning and facilities 
management. IAQ analysis. 


Wells Fargo Operations Center, 
Shoreview, Mn; Department of 
Human Services, St. Paul, Mn; 
Guthrie Theatre, Minneapolis, 
MN; Humphrey Terminal, Bloom- 
ington, MN; Target Stores, Nation- 
wide USA; Boston Scientific, 
Maple Grove, MN 
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RLK-Kuusisto, Ltd. 

6110 Blue Circle Drive, Ste. 100 
Minnetonka, MN 55343 

Tel: 952/933-0972 

Fax: 952/933-1153 

E-mail: info@rlk-kuusisto.com 
www.rlk-kuusisto.com 

Other Offices: Ham Lake, Duluth 
and Hibbing, MN 

Contact: John Dietrich 


John Dietrich ASLA 
Steve Schwanke AICP 
john Jamnick PE 
Kurt Kisch PLS 
Michele Caron PE 


RLK-Kuusisto, Ltd. is a professional 
consulting firm providing civil en- 
gineering, planning, surveying and 
landscape architecture to munici- 
pal, commercial, residential, and 
energy sector clients. Our company 
maintains a tradition of excellence 
evident in our innovative designs 
and customer satisfaction. 


Dean Lakes Mixed-use Develop- 
ment, Shakopee, MN; Andover 
Marketplace East, Andover, MN; 
Savage Crossing, Savage, MN; Na- 
tional Market Center, Blaine, MN; 
Park Summit Senior Condomini- 
um, St. Louis Park, MN; gift of Mary 
Children's Home, Eagan, MN 
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Schoell & Madson, Inc. 

10580 Wayzata Blvd., Ste. 1 
Minneapolis, MN 55305 

Tel: 952/546-7601 

Fax: 952/546-9065 

E-mail: mail@schoellmadson.com 
www.schoellmadson.com 
Established 1956 

Other Office: Elk River, MN 
Contact: Tom Schottenbauer 


Dana Swindler 


Kenneth Adolf PE 
Daniel Nickols RLS 
Lee Koppy PE 


Civil engineering (commercial, res- 
idential, indutrial, retail), munici- 
pal, site planning, landscape archi- 
tecture, system studies, design and 
construction/contract administra- 
tion. Land surveys, ALTA, CIC, 
GPs, Topographic, Construction 
and As-Built. Wetland, natural re- 
source services, environmental site 
assessments, cultural resources;/ar- 
chaeological assessment, regulato- 
ry compliance and permitting 
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Shakopee Public Utility Service 
Center, Shakopee, MN; Wooddale 
Church, Eden Prairie, MN; Wolf 
Lake Professional Center, St. Louis 
Park, MN; Stone Creek Village, 
Plymouth, MN; Gander Moun- 
tain, Lakeville, MN; Sandstone 
Federal Correctional Facility, 
Sandstone, MN 
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Sebesta Blomberg 

2381 Rosegate 

Roseville, MN 55113 

Tel: 651/634-0775 

Fax: 651/634-7400 

E-mail: ljohnsonb@sebesta.com 
Web: www.sebesta.com 
Established 1994 

Other MN Office: Rochester 
Other Offices: Boston, MA; Chica- 
go, IL; Portland, Or; Rosslyn, VA; 
Dallas, TX; Shanghai PR, China 
Contact: Brad Kafka 


James J. Sebesta PE 
Paul J. Blomberg PE 
Rebecca T. Ellis PE 
John A. Carlson PE 
Dean R. Sharpe PE 
Oleksa P. Breslawec PE 


Sebesta Blomberg is a specialty en- 
gineering and management con- 
sulting firm providing services to 
institutional, healthcare, industrial 
and public markets nationwide. 
Services include utility infrastruc- 
ture modernization and optimiza- 
tion, building systems design and 
analysis, commissioning, architec- 
tural lighting, controls and automa- 
tion, process engineering, power 
generation, transmission and distri- 
bution, facilities management sup- 
port, training and documentation, 
and construction services. 
University of Minnesota, Min- 
neapolis, MN; 3M, Various Loca- 
tions; The Pentagon, Arlington, 
VA; Mayo Foundation, Rochester, 
MN; Imation, Various Locations; 
University of Maryland, College 
Park, MD 
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Structural Design Assoc., Inc. 
6860 Shingle Creek Parkway 
Ste. 201 

Minneapolis, MN 55430 
Tel: 763/560-5300 

Fax: 763/560-5400 

E-mail: sda@sdaeng.com 
Web: www.sdaeng.com 
Established 1989 

Other MN Office: Brainerd 
Contact: Gregory Duerr 


Continued on next column 


Gregory J. Duerr PE 


Provide full structural engineering 
services including engineering de- 
sign, construction documents, 
specifications, reports, construc- 
tion observation for educational, 
industrial (manufacturing, ware- 
house, specialized structures for 
equipment, maintenance and re- 
pairs of existing structures), com- 
mercial, municipal structures, 
medical, renovations, special 
structures and foundations. Ser- 
vices provided to architects, own- 
ers, government, engineers, con- 
tractors, developers and others. 


Big Lake High School, Big Lake, 
MN; Brookdale Center Additions 
and Renovations, Brooklyn Centr, 
MN; Garden Lane Apartments, 
Shakopee, MN; Andersen Win- 
dow Corp. Building £1, Bayport, 
MN; South Lake Minnetonka Pub- 
lic Safety Facilities, Shorewood, 
MN; Rochester Cinemagic The- 
ater, Rochester, MN 
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Van Sickle, Allen & Associates, Inc. 

2955 Xenium Lane N., Ste. 10 

Plymouth, MN 55441 

Tel: 763/559-9100 

Fax: 763/559-6023 

E-mail: sstangeland(? 
vansickleallen.com 

Web: www.vansickleallen.com 

Established 1978 

Other Office: Hutchinson, KS 

Contact: Scott Stangeland 


Richard. Van Sickle PE 
Scott. Stangeland PE 
S. (Shawn) Shahriar Ph.D, PE 
Keith Jacobson PE 
Bernie Jansen 


Gene Halderson 

Structural and Civil Engineering 
services for commercial, corpo- 
rate, educational, retail, govern- 
ment, health care, hotel, senior 
housing and parking facilities. En- 
gineering and planning for indus- 
trial and agribusiness including 
food and dairy processing facili- 
ties; shipping and handling facili- 
ties; grain storage, handling and 
processing; ethanol facilities; 
manufacturing; and power plants. 


Continued on next column 


New Guthrie Theater, Minneapo- 
lis, MN; Fort Snelling Army Re- 
serve Building, Fort Snelling, MN; 
Southdale Square, Edina, MN; 
Meridian Crossing, Richfield, MN; 
Sysco Food Warehouse Expan- 
sion, Moundsview, MN; Apple 
Valley City hall, Apple Valley, MN 


ENVIRONMENTAL 
SERVICES/STUDIES 


+ 
kod 


American Engineering Testing, Inc. 

550 Cleveland Avenue N. 

St. Paul, MN 55114-1804 

Tel: 651/659-9001 

Fax: 651/659-1379 

E-mail: aet@amengtest.com 

www.amengtest.com 

Established 1971 

Other Offices: Duluth, Mankato, 

Marshall and Rochester, MN; 

Wausau, WI; Rapid City, Beres- 

ford, Aberdeen and Pierre, SD 

Contact: Erik Forgaard, Dir. of 
Bus. Dev. 


Terry E. Swor 


PG 
Richard D. Stehly PE 
Daniel Larson PE 
Mike R. Schmidt PE 
Jeff K. Voyen PE 


Robert Kaiser 

We are a multi-disciplinary, geo- 
technical, environmental, foren- 
sic, and construction materials 
firm providing engineering and 
scientific consulting, subsurface 
exploration and testing. Special- 
ized services: geo-technical explo- 
ration, engineering review, con- 
struction testing, special inspec- 
tions, building/structure condi- 
tion assessment, restoration, re- 
pair, environmental assessments, 
industrial hygiene, remedial in- 
vestigations, air emission permits. 
New: piezocone penetration test- 
ing andf seismic piezocone pene- 
tration testing, source emissions 
monitoring, industrial hygiene 
services, ground-penetrating 
radar, dynamic pile testing, in- 
door air quality monitoring. 


West Office Building, Wells Fargo 
Campus, Minneapolis, MN; South 
Saint Paul Stockyards/Bridge Point 
Business Park Redevelopment, MN; 
Upper Landing Redevelopment, St. 
Paul, MN; Xcel Energy Center, St. 
Paul, MN; Minneapolis Heart Hos- 
pital Expansion, Minneapolis, MN; 
General Mills World Headquarters, 
Golden Valley, MN 


Paid Advertising 
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Construction Consulting 
Partners, Inc. 
970 Raymond Avenue, Ste. 101 
St. Paul, MN 55114 
Tel: 651/644-8686 
Fax: 651/644-8989 
E-mail: 
bclosner@ccpartners.us.com 
Established 2002 
Contact: Beth Closner, President 
651/644-8686 
Beth Closner 
Randy Lutz 
Construction Consulting Partners 
Inc. is a unique consulting firm 
that specializes in Owner advoca- 
cy. Our focus is to represent Own- 
ers in all aspects of facilities man- 
agement and the design/construc- 
tion process. We conduct facility 
assessments, audits and mainte- 
nance (routine and deferred) re- 
views for the purpose of helping 
the Owners understand their facil- 
ities and establish a logical plan 
for the future. Expertise includes 
infrastructure, architectural, struc- 
tural, M/E systems and opera- 
tional analysis. 
Minnesota State Colleges & Univer- 
sities (MnSCU), Annual Deferred 
Maintenance Audit, Winona State 
University, Winona, MN; Winona 
State University, Tau & Alumni 
Center Assessments, Winona, MN; 
Jacobsen’s Building, Northfield, 
MN; Security Bank Building, Farib- 
ault, MN; Jefferson Apartment 
Complex, Northfield, MN 


FINANCIAL ADVISOR 
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Cheryl J. Coryea, Financial Advisor 
Piper Jaffray 

800 Nicollet Mall 

Minneapolis, MN 55402 

Tel: 612/303-5873 

Fax: 612/303-6194 

E-mail: cheryl.j.coryea@pjc.com 
www.piperjaffray.com 

Contact: Cheryl J. Coryea 


B.Arch, MBA 
BSCE 


Cheryl J. Coryea CPA 


Working with professionals and 
principals to build, protect, and 
transfer wealth. 


Paid Advertising 


\7 
hed 


Futrell Fire Consult & Design, Inc. 
8860 Jefferson Highway 

Osseo, MN 55369-1500 

Tel: 763/425-1001 

Fax: 763/425-2234 

E-mail: scott@ffcdi.com 
www.ffcdi.com 

Established 1989 

Contact: Scott A. Futrell 


Scott A. Futrell NICET IV, 
PE (WI) 

Richard Pehrson Ph.D., PE 
(MN,OK, AR, SD) 

Ken Strand PE (MN, ND) 


Fire protection engineering sup- 
pression and fire alarm system de- 
sign; code consulting; fire and life 
safety commissioning; smoke 
control seminars, and training; 
fire modeling. Registered in MN, 
WI, SD, ND, OK, AR 

National Guard Armories in 
Bemidji, Cloquet, Grand Rapids, 
Hibbing, Thief River Falls, 
Jackson, Luverne, New Ulm, 
Redwood Falls, Albert Lea, 
Northfield and Owatonna, MN; 
Scott County Law Enforcement 
Center, Scott County, MN; 
Willmar Regional Treatment 
Center, Willmar, MN; Minnesota 
Air National Guard Hangar, 
Duluth, MN; MnSCU Centennial 
Hall, Mankato, MN; Minnesota 
Department of Agriculture Lab 
and Office, St. Paul, MN 
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Lundquist, Killeen, Potvin and 
Bender, Inc. (LKPB) 

1935 W. County Road B2 

Ste. 300 

St. Paul, MN 55113 

Tel: 651/633-1223 

Fax: 651/633-1355 

E-mail: nbart@lkpb.com 
www.lkpb.com 

Established 1969 


Leonard A. Lundquist PE 
John M. Killeen PE 
Peter A. Potvin PE 
Gayland J. Bender PE 
Stephen J. Gentilini PE 


Continued on next column 


LKPB provides MECHANICAL 
and ELECTRICAL engineering - 
consulting and design services. 


Middlebury College, New Library, 
Middlebury, VT; Regions Hospital 
Master Planning, St. Paul, MN; 
Minnesota State Capitol Infra- 
structure Upgrades, St. Paul, MN; 
University of Minnesota Land- 
scape Arboretum, New Visitors 
Center, Chanhassen, MN; Medica 
Corporate Headquarters, Min- 
netonka, MN; Mill City Museum, 
Minneapolis, MN 
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The MountainStar Group, Inc. 
7800 Metro Parkway, Ste. 212 
Bloomington, MN 55425 
Tel: 952/851-3085 

Fax: 952/851-3086 

E-mail: mohara@mtstar.com 
www.mtstar.com 

Established 1988 


Michael A. O'Hara PE 
Fire protection, building and fire 
code consulting compliance, safe- 
ty, special inspections of smoke 
control systems and performance- 
based design. Specialized Areas: 
code equivalencies and alternate 
methods of construction. 

Best Buy Headquarters, Richfield, 
MN; Walker Art Center, Min- 
neapolis, MN; Minneapolis Insti- 
tute of Arts, Minneapolis, MN; 
Light Rail, Mall of America, Bloom- 
ington, MN; Minneapolis Central 
Library, Minneapolis, MN; Min- 
nesota Public Radio, St. Paul, MN 


FIRE/LIFE SAFETY 
PROTECTION 
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Michaud Cooley Erickson 

333 S. Seventh St., Ste. 1200 

Minneapolis, MN 55402 

Tel: 612/339-4941 

Fax: 612/339-8354 

E-mail: 
rtaylor@michaudcooley.com 

www.michaudcooley.com 

Established 1946 

Contact: Rebecca Taylor 


Dean A. Rafferty PE 
Monty L. Talbert, Jr. 
Douglas C. Cooley 

Joseph A. Tennyson 


Continued on next column 


MCE designs HVAC, plumbing, 
fire protection, electrical, illumina- 
tion, security, life safety, audiovi- 
sual, building automation and 
other specialized building systems. 
Feasibility and deficiency studies, 
reports and master planning. Ten- 
ant representation and fit-up ser- 
vices. Commissioning and facili- 
ties management. IAQ analysis 
Wells Fargo Operations Center, 
Shoreview, MN; Department of 
Human Services, St. Paul, MN; 
Guthrie Theatre, Minneapolis, 
MN; Humphrey Terminal, Bloom- 
ington, MN; Target Stores, Na- 
tionwide USA; Boston Scientific, 
Maple Grove, MN 
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MN Lath & Plaster Bureau 

820 Transfer Road 

St. Paul, MN 55114 

Tel: 651/645-0208 

Fax: 651/645-0209 

E-mail: paulaemnlath-plaster.com 
www.mnlath-plaster.com 
Established 1953 

Contact: Paula Nyquist 


Steve Pedracine 
Information and Technical re- 
source on stucco, interior plaster 
systems, EIFS including code-relat- 
ed issues. The Bureau has non- 
propriatory AIA/CEU Presenta- 
tions and is available for spec and 
detail review of the systems. 
Pantages Theater, Minneapolis, 
MN; Walker Art Center, Min- 
neapolis, MN; Sumner Library 
Restoration, Minneapolis, MN; 
Department of Health and Hu- 
man Services Building, St. Paul, 
MN; Skyline Towers Restoration, 
St. Paul, MN; Shingle Creek Park 
Towers, Brooklyn Center, MN 


CSI, CDT 
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Robert Rippe & Assoc. Inc. 
6117 Blue Circle Drive, Ste. 100 
Minnetonka, MN 55343 

Tel: 952/933-0313 

Fax: 952/933-9661 

E-mail: rrippe@rrippe.com 
www.rrippe.com 

Established 1981 

Contact: Robert Rippe 


Robert D. Rippe RD, FCSI 
Terry Pellegrino RD 
Steve Carlson FCSI 
Rich Kukla FCSI 
Christine Guyott RD 
Mikki Kainz RD 


We help architects and owners 
plan the method of operation, es- 
tablish space and equipment re- 
quirements, design and lay out 
their facilities for healthcare, 
schools and colleges, corporations, 
gaming, corrections, retail/ restau- 
rant/hotel and other types of food 
production and service facilities; 
assistance with construction obser- 
vation. We do not sell equipment. 
University of Wisconsin Hospitals 
& Clinics, Madison, WI; St. Jude 
Children's Research Hospital, 
Memphis, TN; Des Moines Public 
School System, Des Moines, IA; 
University of lowa Burge Hall, 
Iowa City, IA; Kewadin Casino, St. 
Ignace, MI; Minnesota Department 
of Human Services, St. Paul, MN 


FORENSIC INVESTIGATION 
& ANALYSIS 
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Gerald G. DeZelar & Assoc., Inc. 
616 Stewart Avenue 

South St. Paul, MN 55075 

Tel: 651/451-2722 

Fax: 651/451-1460 

E-mail: jdezelar@comcast.net 
Established 1991 


Jerry DeZelar 


AIA, CSI, 
CDT, ICC 
Investigation and analysis of non- 
structural construction problems 
and building failures of commer- 
cial and residential buildings. Ser- 
vices also include plan review, doc- 
umentation of conditions, coordi- 
nation of independent testing lab- 
oratories, repair recommendations, 
construction administration, and 
education and training programs. 
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Moisture Intrusion and Restora- 
tion, Anoka County Library, Circle 
Pine, MN; Premature Discharge of 
Fire Sprinkler, Lund's Store, Bloom- 
ington, MN; Moisture Intrusion, 
Wagner Residence, Eden Prairie, 
MN; Building Failure and Con- 
struction Documents Evaluation, 
LeRoy/Ostrander Natatorium, 
LeRoy, MN; Moisture Intrusion In- 
vestigation and Restoration, The 
Crossings, Minneapolis, MN; Mois- 
ture Intrusion and Construction 
Quality on several residences in the 
Minneapolis and St. Paul area 


GRAPHIC DESIGNERS 
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Rubin Cordaro Design 

115 North 1st Street 

Minneapolis, MN 55401 

Tel: 612/343-0011 

Fax: 612/343-0012 

E-mail: b.rubin@rubincordaro.com 
www.rubincordaro.com 
Established 1978 
Contact: Bruce Rubin 
Bruce Rubin 

James Cordaro 

Rubin Cordaro Design creates vi- 
sual communications and graphic 
design solutions that are evocative 
and effective. We specialize in cor- 
porate identity and stationery sys- 
tems, capability brochures, 
newsletters, publications and pre- 
sentation graphics. Imagine what 
we can do for you. 

Ramsey Town Center and Tower 
Lofts; Honeywell; AIA Minnesota; 
University of Minnesota Founda- 
tion; State of Minnesota; Wilder 
Foundation 


B.S., AIGA 
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Tilka Design 
92] Marquette Avenue S., Ste. 200 
Minneapolis, MN 55402 

Tel: 612/664-8994 

Fax: 612/664-8991 

E-mail: info@tilka.com 
www.tilka.com 
Established 1982 
Contact: Jane Tilka 
Jane Tilka 
Shannon Busse 


B.A., AIGA 
MFA, AIGA 


Continued on next column 


Tilka Design is a marketing com- 
munications design firm specializ- 
ing in the creation of flexible visu- 
al identity systems that support 
the entire A/E/C business develop- 
ment lifecycle (brochures, propos- 
als, presentation boards, digital 
presentations, leave behinds, 
award submittals, convention ma- 
terials). Tilka helps clients effec- 
tively leverage their identity sys- 
tem to attract and retain clients. 
YA Architecture, Minneapolis, 
MN; 33 South Sixth Street, Brook- 
field Properties, Minneapolis, MN; 
IDS Center, RREEF Management, 
Minneapolis, MN; Ryan Compa- 
nies, Minneapolis, MN; DSGW, 
Duluth, MN; Setter, leach, and 
Lindstrom, now Leo Daly, Min- 
neapolis, MN 


HISTORICAL 
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Hess, Roise and Company 

100 North First Street 
Minneapolis, MN 55401 

Tel: 612/338-1987 

Fax: 612/338-2668 

E-mail: roise@hessroise.com 
www.hessroise.com 

Established 1977 

Contact: Charlene K. Roise 
Charlene K. Roise 

Marjorie Pearson, Ph.D. 

National experience with historic 
structures reports, historic land- 
scape report, National Register 
nominations, historic tax credit 
applications, the Section 106/4 (f) 
process, cultural resource surveys, 
HABS/HAER documentations, 
archival research, interpretive 
plans, and museum exhibits. 
Grain Belt Brewhouse Historic Tax 
Credit Certification, Minneapolis, 
MN; Martin Gunderson House His- 
toric Landscape Report, Kenyon, 
MN; Corinthian Hall Interpretive 
Plan, Kansas City, MO; Minnesota 
Correctional Facility Review and 
Compliance, Stillwater, MN; Albert 
Lea Commercial Historic District 
Expansion, Albert Lea, MN; Chica- 
go, Milwaukee & St. Paul Railroad 
Bridge HAER Documentation, La 
Crosse County, WI 


INSURANCE SERVICES 
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H. Robert Anderson & 
Associates, Inc. 

4600 W. 77th Street, Ste. 105 
Edina, MN 55435 

Tel: 952/893-1933 

Fax: 952/893-1819 
Established 40+ years ago 
Theresa M. Anderson 
Jeanne A. Danmeier 
Benjamin Claassen 

Over 40 years in the insurance in- 
dustry. Representing several top 
National insurance companies, ex- 
clusive Minnesota representation 
of XLDP (formerly DPIC Program). 
Specializing in the insurance needs 
of Architects and Engineers. 


INTERIOR FOLIAGE 
CONSULTANT 
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McCaren Designs, Inc. 

760 Vandalia Street, Ste. 100 
St. Paul, MN 55114 

Tel: 651/646-4764 

Fax: 651/646-8393 

E-mail: cindyp@mccaren.com 
www.mccaren.com 
Established 1977 

Contact: Cindy Peterson 
McRae Anderson 
Cindy Peterson 
Specializing in interior and exteri- 
or landscape design and develop- 
ment of commercial properties, 
we consult with architects, design- 
ers and owners to develop their 
spaces. McCaren Designs creates 
memorable places and experi- 
ences to improve the business per- 
formance of our customers, mak- 
ing them customers for life. 


CPCU 
AAI 


CLP, ASLA 
CCLP 


Woodbury Central Park, Wood- 
bury, MN; ADC Telecommunica- 
tions World Headquarters, Eden 
Prairie, MN; Fifth Street Towers, 
Minneapolis, MN; 225 South Sixth 
Street, Minneapolis, MN; IDS Crys- 
tal Court, Minneapolis, MN An- 
dersen Corporation, Bayport, MN 


Paid Advertising 
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LIGHTING DESIGN/ 
ARCHITECTURAL 
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Carol Chaffee/Associates 

Lighting Design 

Inernational Market Square 

275 Market Street, Ste. 1001 
Minneapolis, MN 55405 

Tel: 612/342-0100 

Fax: 612/342-0123 

E-mail: carol@chaffeelighting.com 
Established 1990 


Carol Chaffee 
National and international archi- 
tectural lighting design experi- 
ence. Professional interior and ex- 
terior lighting design and specifi- 
cation services for distinctive resi- 
dential environments, corporate 
facilities, museums, educational 
facilities, convention and confer- 
ence centers, senior lifecare, wor- 
ship spaces, restaurant and hotel 
projects. Specializing in lighting 
for art, lighting control, and cus- 
tom luminaire design. 


IALD, IES 


Bay Lake Residence, Bay Lake, 
MN; Cross Lake Residence, Cross 
Lake, MN; American Express Fi- 
nancial Advisors Corporate Cen- 
ter, Minneapolis, MN; Brookdale 
Pontiac Buick GMC Dealership, 
Brookdale, MN; Midwest Express 
Convention Center, Milwaukee, 
WI; SC Johnson Guesthouse at 
Wingspread, Racine, WI 


~ 


Ericksen Ellison and 

Assoc., Inc. (EEA) 

2635 University Ave. W., Ste. 200 
St. Paul, MN 55114-1231 

Tel: 651/632-2300 

Fax: 651/632-2397 

E-mail: info@eeaengineers.com 
www.eeaengineers.com 
Established 1954 

Other MN Office: Grand Rapids 
Contact William F. Thiesse, PE 
651/632-2333 


William F. Thiesse 
James H. Art 

Todd A. Peterson 
Terri A. Fleischhacker 
David L. Larson 
Comprehensive lighting design 
services include energy audits and 
master plan reports, feasibility 
studies, preliminary lighting con- 
cepts and budgeting, computer 
modeling, custom luminaire de- 
sign, detailed lighting plans and 
specifications (including controls), 
and construction administration 
services for both interior and exte- 
rior environments. 


PE 
PE 
PE 


RCDD 


Continued on next column 
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Walter Library Digital Technology 
Center, University of Minnesota, 
Minneapolis, MN; University of 
Minnesota Duluth Library, Du- 
luth, MN; RiverCentre Connec- 
tion (pedestrian tunnel), St. Paul, 
MN; Caledonia High School, Cale- 
donia, MN; Minneapolis College 
of Art and Design, MN; Shepherd 
of the Lake Lutheran Church, Pri- 
or Lake, MN 
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Michaud Cooley Erickson 

333 S. Seventh St. Ste. 1200 

Minneapolis, MN 55402 

Tel: 612/339-4941 

Fax: 612/339-8354 

E-mail: 
rtaylor@michaudcooley.com 

www.michaudcooley.com 

Established 1946 

Contact: Rebecca Taylor 


Dean A. Rafferty 


PE 
Monty L. Talbert, Jr. 
Douglas C. Cooley PE 


Joseph A. Tennyson 


MCE designs HVAC, plumbing, 
fire protection, electrical, illumina- 
tion, security, life safety, audiovi- 
sual, building automation and 
other specialized building systems. 
Feasibility and deficiency studies, 
reports and master planning. Ten- 
ant representation and fit-up ser- 
vices. Commissioning and facili- 
ties management. IAQ analysis. 
Wells Fargo Operations Center, 
Shoreview, MN; Department of 
Human Services, St. Paul, MN; 
Guthrie Theatre, Minneapolis, 
MN; Humphrey Terminal, Bloom- 
ington, MN; Target Stores, Na- 
tionwide USA; Boston Scientific, 
Maple Grove, MN 
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Schuler Shook 

123 Third Street N,, Ste. 210 

Minneapolis, MN 55401 

Tel: 612/339-5958 

Fax: 612/337-5097 

E-mail: 
mdiblasi@schulershook.com 

www.schulershook.com 

Established 1986 

Other Offices: Chicago, IL; 

Dallas-Fort Worth, TX 

Contact: Michael DiBlasi 


Michael DiBlasi 


IALD,USITT, 

ASTC 

Michael Cohen IES 
Michael White LC 
Julie Gordon IES 
Alicia Philips IES 
Sandy Anderson LC, IES 


Continued on next column 


Shuler Shook’s Lighting Design 
Services include: conceptual de- 
sign in collaboration with project 
designers, lighting feasibility and 
budgeting, lighting fixture layout 
drawings and schedules, energy 
analysis, landscape and exterior 
custom lighting fixture design, 
and control system specification. 
Dakota Jazz Club, Minneapolis, 
MN; Jordan Creek Shopping Cen- 
ter, West Des Moines, IA; Min- 
neapolis City Hall, Minneapolis, 
MN; Minneapolis Convention 
Center, Minneapolis, MN McNa- 
mara Alumni Center, University 
of Minnesota, Minneapolis/St. 
Paul Airport, MN; Grace Church, 
Eden Prairie, MN; Iowa Old Capi- 
tol, Iowa City, IA 


MARKETING SERVICES 
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Tilka Design 

921 Marquette Avenue s., Ste. 200 
Minneapolis, MN 55402 

Tel: 612/664-8994 

Fax: 612/664-8991 

E-mail: info@tilka.com 
www.tilka.com 
Established 1982 
Contact: Jane Tilka 
Jane Tilka 
Shannon Busse 
Tilka Design is a marketing com- 
munications design firm specializ- 
ing in the creation of flexible visu- 
al identity systems that support 
the entire A/E/C business develop- 
ment lifecycle (brochures, propos- 
als, presentation boards, digital 
presentations, leave behinds, 
award submittals, convention ma- 
terials). Tilka helps clients effec- 
tively leverage their identity sys- 
tem to attract and retain clients. 
YA Architecture, Minneapolis, 
MN; 33 South Sixth Street, Brook- 
field Properties, Minneapolis, MN; 
IDS Center, RREEF Management, 
Minneapolis, MN; Ryan Compa- 
nies, Minneapolis, MN; DSGW, 
Duluth, MN; Setter, Leach, and 
Lindstrom, now Leo Daly, Min- 
neapolis, MN. 


MODELS/RENDERINGS 
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DW Martin & Associates 
5428 Sanibel Drive 
Minnetonka, MN 55343 
Tel: 952/908-7626 

E-mail: dmartin@AE3D.com 
www.AE3D.com 
Established 1993 


B.A., AIGA 
MFA, AIGA 


Continued on next column 


David Martin 

Professional computer renderings 
and interactive programming. 
Services include: Animation, high- 
resolution stills, physical models, 
web and CD creation. Images cre- 
ated show the “as-built” photo- 
graph before ground is broken. 


OWNER'S REPRESENTATIVE 
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Hanscomb Faithful & Gould 

900 Second Avenue South 

500 International Center 

Minneapolis, MN 55402 

Tel: 612/338-3120 

Fax: 612/338-3647 

E-mail:ian.greenwood@ 
hanscombfgould.com 

Established 1947 

Other Offices: 


Chicago, IL; Cincinnati, OH; 
Atlanta, GA; Boston, MA; Dallas 
and Houston, TX; Denver, CO; 
Greenville, AL; Los Angeles, San 
Francisco and San Diego, CA; 
Miami and Orlando, FL; 
Nashville, TN; New Haven, CT; 
New York, NY; Philadelphia, PA; 
Phoenix, AZ; Portland, OR; 
Princeton, NJ; Raleigh, SC; Seattle, 
WA; Washington, DC 


Contact: Ian Greenwood 


Paul Wood 

John Okell 

Chris Taylor 

Andrew White 

Provides clients with a broad 
range of independent project and 
cost management services for the 
construction industry - from in- 
ception, financing and design 
through construction, closeout 
and operation - helping clients 
maximize their capital invest- 
ments by providing accurate, 
timely and detailed information 
which clients use to make in- 
formed decisions. 

Ongoing projects for General 
Mills, Golden Valley, MN; Health- 
East Midway Outpatient Services 
Center, St. Paul, MN; Shingle 
Springs Casino & Entertainment 
Complex, Shingle Springs, CA; 
Park Inn Hotels for Carlson Hotels 
Worldwide, MN; World Trade 
Center Redevelopment, New 
York, NY; The Morton Arboretum, 
Lisle, IL 
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Bossardt Corporation 

8585 West 78th Street, Ste. 100 
Minneapolis, MN 55438 

Tel: 952/831-5408 

Fax: 952/831-1268 

E-mail: Imickschlebossardt.com 
www.bossardt.com 

Contact: Linda Mickschl 


john R. Bossardt 

Bossardt Corporation brings over 
20 years of experience in provid- 
ing Professional Construction 
Management Services, Owner's 
Representative Services, and Con- 
sulting Cost Estimating Services to 
public and private clients on a va- 
riety of projects including educa- 
tion, healthcare, multihousing, se- 
nior housing, industrial, munici- 
pal, county and religious facilities. 
Our highly experienced staff is 
committed to providing accurate 
cost/budget estimating, effective 
value engineering strategies and 
reliable scheduling on every pro- 
ject from pre-planning through 
construction completion. 


Chaska Public Schools, MN; Hop- 
kins Public Schools, MN; Sauk 
Rapids-Rice Public Schools, MN; 
Minneapolis Lutheran High 
School, MN; St. Anne's Senior 
Housing, MN; Grace Church, MN 
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Construction Consulting 
Partners, Inc. 

970 Raymond Avenue, Ste. 101 
St. Paul, MN 55114 

Tel: 651/644-8686 

Fax: 651/644-8989 


E-mail: 
bclosner@ccpartners.us.com 

Established 2002 

Contact: Beth Closner, President 

Beth Closner B.Arch, MBA 

Randy Lutz BSCE 


Construction Consulting Partners 
Inc. is a unique consulting firm 
that specializes in Owner advoca- 
cy. Our focus is to represent Own- 
ers in all aspects of facilities man- 
agement and the design/construc- 
tion process. Combined experi- 
ence of 50 years is the foundation 
of our consulting services through- 
out the entire planning, design 
and construction process within 
the commercial, institutional and 
municipal marketplaces. 
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Princeton Public Schools, Prince- 
ton, MN; Ellsworth Fire Associa- 
tion, Village of Bay City, WI; City 
of St. Paul Fire Station #8, St. Paul, 
MN; St. Cloud State University, St. 
Cloud, MN; Hennepin Technical 
College, Eden Prairie and Brook- 
lyn Park, MN; Pierce County Ma- 
terials Recovery Facility (Phase II), 
Pierce County, MN 


PHOTOGRAPHY 
(ARCHITECTURAL) 
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Ralph Berlovitz, Architectural 
Photographer 

4532 Grand Ave. S. 

PO Box 19189 

Minneapolis, MN 55419 

Tel: 612/825-9335 

Fax: 612/866-7546 

E-mail: berlophoto@bitstream.net 
Established 1985 

Contact: Ralph Berlovitz 


Ralph Berlovitz 

Architectural photographer of in- 
teriors and exteriors in all realms 
of the design, materials, and con- 
struction industries. Photographer 
of models, sites, and engineered 
structures. Digital and all film for- 
mats available. In-house digital 
services and custom color print- 
ing. Photographer of national, 
award-winning designs providing 
a spatial vision and quality images 
to serve your needs and your bud- 
get. Call for portfolio. 


Excelsior & Grand, Retail and 
Housing Development, St. Louis 
Park, MN; Escape Night Club, 
Block E, Minneapolis, MN; Bloom- 
ington City Hall, Bloomington, 
MN; Andover High School, An- 
dover, MN; 2004 Winter Ice Palace, 
St. Paul, MN; Westwood Elemen- 
tary School, Zimmerman, MN 
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LandMark Photography & Design 

3225 Hennepin Avenue 

Minneapolis, MN 55408 

Tel: 612/827-0022 

Fax: 612/827-0021 

E-mail: 
info@landmarkphotodesign.com 

www.landmarkphotodesign.com 

Established 1991 

Contact: Jim Kruger 

James M. Kruger 

Jon D. Huelskamp 


Continued on next column 


Professional photography and de- 
sign firm specializing in interior 
and exterior architecture. Land- 
Mark clients enjoy beautiful pho- 
tographic interpretations of their 
spaces using traditional film 
and/or modern digital techniques. 
Our work continues where others 
end. In addition to scanning, pho- 
tographic enlargements, and im- 
age retourching, we provide 
graphic design including ad de- 
sign, brochure design and web de- 
sign. 13 years of esxperience help- 
ing architects, builders, and de- 
signers build their brand with ex- 
quisite photography and memo- 
rable design. 


Midwest Home and Garden Maga- 
zine, Minneapolis, MN; J.C. Pen- 
ney, Coon Rapids, MN; Destina- 
tions Resorts, Fountain Hills, AZ; 
US Bancorp Center, Minneapolis, 
MN; University Club, St. Paul, MN; 
Many residential/commercial pro- 
jects throughout the Twin Cities. 
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Daniel Nordstrom, 

Architectural Photographer 

8179 Tenth Street NW 

Annandale, MN 55302 

Tel: 612/308-3383 or 

866/963-5250 

E-mail: 
mail@danielnordstrom.com 

www.danielnordstrom.com 


Daniel Nordstrom 

An architectural photography 
specialist of interiors, exteriors, 
landscape, industrial, and prod- 
uct. My focus is to create images 
much like my working relation- 
ships: dynamic, creative, enticing, 
and fun. Working in a variety of 
formats including full compre- 
hensive digital services, I strive to 
provide maximum visual impact 
with cost-effective solutions. 


Wells Fargo Family Farm, Min- 
nesota Zoo, Apple Valley, MN; 
Children’s Home Society of Min- 
nesota, St. Paul, MN; Sharing and 
Caring Hands, Minneapolis, MN; 
National Guard Education Cen- 
ter, Camp Ripley, MN; Palace 
Casino Resort, Biloxi, MS; Holiday 
Inn River Centre, St. Paul, MN 
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Perzel Photography Group 
1577 Antler Point 

Eagan, MN 55122 

Tel: 651/686-0877 

Fax: 651/686-9639 

E-mail: perzelpg@att.net 
Established 1975 


Bob Perzel 

Architecture photography special- 
ist for over 25 years. Interior/Exte- 
rior architectural photography, ar- 
chitectural model photography, 
aerial photography. Award-win- 
ning architectural photography - 
published nationally and interna- 
tionally. High-resolution drum 
scanning and full digital, multime- 
dia production. Over 150,000 
stock photography images. Addi- 
tional advertising and marketing 
services available. 


Hiawatha Light Rail Transit, Min- 
neapolis, MN; Eagan Community 
Center, Eagan, MN; Excelsior and 
Grand, St. Louis Park, MN; Mayo 
Clinic, Gonda Building, Rochester, 
MN; Minneapolis Convention 
Center, Minneapolis, MN; Xcel 
Energy Center, St. Paul, MN 
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Andrea Rugg Photography 
4638 Garfield Avenue S. 
Minneapolis, MN 55409 
Tel: 612/827-1004 or 
612/245-6863 

E-mail: arugg@mninter.net 
Established 1992 


Andrea Rugg 

Photographer of interiors, exteri- 
ors, landscape architecture, gar- 
dens, product and portraiture. All 
formats: 4x5, medium format, 
35mm. Digital services: scanning, 
retouching and output. Call for es- 
timate or to view portfolio. 


Ridgedale Library, Minnetonka, 
MN; Little Earth Early Learning 
Center, Minneapolis, MN; Ander- 
sen Windows, Oak Park Heights, 
MN; Hibbing Technical College, 
Hibbing, MN; Kendall Young Li- 
brary, Webster City, IA; Alien 
Technology, San Francisco, CA 


Paid Advertising 
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Saari & Forrai Photography 
9752 Quincy Street NE 
Minneapolis, MN 55434 

Tel: 763/780-3255 

Fax: 763/784-4588 

E-mail: maria@saariphoto.com 
www.saariphoto.com 
Established 1974 
Contact: Maria F. Saari 
Maria F. Saari 

Denes A. Saari 

Our specialty is architectural and 
interior photography. We provide 
creative professional photograph- 
ic service as well as art direction 
for the entire building industry. 
Our work has been published na- 
tionally, and our portfolio in- 
cludes several award-winning pro- 
jects. We offer analog and digital 
services and in-house custom 
printing. Check our web site for 
portfolio preview. 

Hosanna Lutheran Church, 
Lakeville, MN; Mojito Restaurant, 
St. Louis Park, MN; Kirkland Cross- 
ing Senior Housing, Peewaukee, 
WI; Blue Cross Blue Shield Office 
Interiors, Eagan, MN; Finish Line 
Store, Mall of America, Blooming- 
ton, MN; Several new and remod- 
eled private residences for archi- 
tects and interior designers. 


ASMP 
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Alex Steinberg Photography 
2365 Winfield Avenue 
Golden Valley, MN 55422 
Tel: 612/384-3404 

Fax: 763/545-8943 

E-mail: alex@alexsteinberg.cc 
www.alexsteinberg.cc 
Established 1998 

Contact: Alex Steinberg 


Alex Steinberg 

Specializing in commercial and 
residential architectural photogra- 
phy, serving all related fields and 
industries. Award-winning exteri- 
ors and interiors in all formats. Im- 
ages published locally and nation- 
ally. Professional service, great 
flexibility and beautiful images. 
American Standard, Minneapolis, 
MN; 9th Street Lofts, St. Paul, MN; 
301 Kenwood, Minneapolis, MN; 
Saint Mary’s Duluth Clinic, Du- 
luth, MN; Pine Technical College, 
Pine City, MN; Residential Pro- 
jects - call for listings. 


Paid Advertising 
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Jerry Swanson Photography 
1490 McCarthy Road 

Eagan, MN 55121 

Tel: 612/750-1288 

Fax: 651/452-4854 

Toll Free: 800/985-1595 

E-mail: jerry@swansonphoto.com 
www.swansonphpto.com 
INTERNET Portfolio: 
www.Portfolios.com/Jerry/Swan- 
son 


Jerry Swanson 

Midwest's finest award-winning 
Architectural Photography ser- 
vices for national and internation- 
al clientele. Specializing in archi- 
tecture, aerial and interior spaces. 
Assignments include corporate ex- 
terior and interior facilities, health 
care, education, residential, hospi- 
tality, assisted living, retail and 
landscape design. 


Concordia College Library and 
Technology Center, St. Paul, MN; 
Ice Castle, St. Paul Winter Carni- 
val - SLL/Leo Daly; Regina Med- 
ical Center, Hastings, MN; Horty 
Elving Architects; Zebach Resi- 
dence, Orono, MN; Community 
Center, St. Peter, MN; 
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Don F. Wong Photo Inc. 

8919 Vincent Place 

Bloomington, MN 55431 

Tel: 952/948-9696 

Fax: 952/948-9697 

E-mail: info@donwongphoto.com 
www.donwongphoto.com 
Established 1988 

Contact: Don Wong 


Don F. Wong 
A recipient of AIA Honor and 
Merit Awards in photography, 
Don Wong is one of the region’s 
top specialists in architectural and 
interiors photography. His clien- 
tele includes many leading archi- 
tectural firms, manufacturers, 
contractors and related design 
professionals. Combining his 
background in design with photo- 
graphic training from masters in 
the field, his images have been 
published nationally and interna- 
tionally. He has served as princi- 
pal photographer for Architecture 
Minnesota magazine since 1991. 


ASMP 


Wayzata Library and City Hall, 
Wayzata, MN; Maple Grove Gov- 
ernment Center, Maple Grove, 
MN; Edward H. McNamara Termi- 
nal, Detroit, MI; Washington 
County Library, Woodbury, MN; 
Eigenfeld Residence, St. Paul, MN; 
Jordan High School, Jordan, MN 


PLAYGROUND SAFETY/ 
ACCESSIBILITY INSPECTIONS 
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Julee Quarve-Peterson Inc. 

P.O. Box 1167 / 502 2nd Ave. Fast 
Grand Marais, MN 55604 

Tel: 612/374-3031 

Fax: 218/387-2366 

E-mail: jqpinc@boreal.org 
Established 1984 

Other MN Office: Minneapolis 
Contact: Julee Quarve-Peterson 


Julee Quarve-Peterson 
Julle Quarve-Peterson, Inc., an in- 
dependent consulting firm, can 
assist playground owners and 
maintainers with issues regarding 
safety and accessibility. Recent 
guidelines and standards, provide 
a basis for review and compliance 
for development of a plan and 
documentation to assist in risk 
management and planning. 
South Washington County School 
District, Cottage Grove, MN; St. 
Louis Park Schools, St. Louis Park, 
MN; Anoka Hennepin Schools, 
Anoka, MN; City of Shakopee, 
MN; Cooperation Station; Grand 
Marais, MN; National Center on 
Accessibility, Bloomington, IN 


SPECIFICATION 
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Gerald G. DeZelar & Assoc., Inc. 
616 Stewart Avenue 

South St. Paul, MN 55075 

Tel: 651/451-2722 

Fax: 651/451-1460 

E-mail: jdezelar@comcast.net 
Established 1991 

Contact: Jerry DeZelar 


Jerry DeZelar 


NPSI 


AIA, CSI, 
COT, ICG 
Clear, Concise, Complete, and 
Correct architectural specifica- 
tions and consulting for building 
materials, Project Manuals and 
manufacturers’ products specifica- 
tions. Over 25 years experience 
writing specifications, supple- 
mented with experience in Con- 
struction Administration and 
Forensic Investigation. 


Moisture Intrusion Investigation 
and Restoration, The Crossings, 
Minneapolis, MN; Parish Activity 
Center, Church of St. John Vian- 
ney, South St. Paul, MN; Manufac- 
turing/Office Facility, Formative 
Engineering, Lester Prairie, MN; 
Addition to Formative Engineer- 
ing, Lester Prairie, MN; Gathering 
Space and Hall, Church of St. 
Charles Borromeo, St. Anthony, 
MN; Living Community of St. 
Joseph, St. Joseph, MO 


~~ 


McCarty Consulting Services, Inc. 

1895 Hampshire Lane N. 

Minneapolis, MN 55427-4276 

Tel: 763/545-0599 

Fax: 763/545-1015 

E-mail: 
dean@mccartyconsulting.com 

www.mccartyconsulting.com 

Established 1997 

Dean E. McCarty 


Dean E. McCarty CCS; CST, 


SCIP 
Specification consulting with a 
comprehensive understanding of 
the construction documentation 
process providing experience for 
the preparation of construction 
specifications for the architectural 
community. Other services in- 
clude producing building product 
guide specifications for the manu- 
facturing community and con- 
struction document coordination 
reviews. 
Hopkins Police and Fire Stations, 
Hopkins, MN; West Side Volkswa- 
gen New Dealership Building, St. 
Louis Park, MN; Centennial Stu- 
dent Union Remodel, Minnesota 
State University, Mankato, MN; 
Hennepin County Maintenance 
Station Expansion, Bloomington, 
MN; Upper Landing Park, St. Paul, 
MN; Schwan's Sales and Opera- 
tions Depots, Nationwide 
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SURVEYORS (LAND) 


Landform 

510 First Avenue N., Ste. 650 
Minneapolis, MN 55403 

Tel: 612/252-9070 

Fax: 612/252-9077 

E-mail: info@landformmsp.com 
www.landform.net 

Established 1994 

Other Office: Phoenix, AZ 
Contact: Michelle Durgin 


Darren Lazan RLA 
Steve Johnston, PE 

Carolyn Krall AIA 
Kendra Lindahl AICP 


Landform provides civil engineer- 
ing, planning, urban design, land- 
scape architecture, land surveying 
and architectural services. Our 
broad range of local and national 
clients includes developers, archi- 
tects, corporate/commercial 
groups, builders, and government 
entities. Specialties are industrial, 
restaurant, office, retail, housing, 
public sector, institutional, hospi- 
tality and medical. 

ADC Telecommunications Head- 
quarters, Eden Prairie, MN; Men- 
dota Heights Town Center, Men- 
dota Heights, MN; Orono Village, 
Orono, MN; Andover Clocktower 
Commons, Andover, MN; Maple 
Grove Medical Facility, Maple 
Grove, MN; Applebee’s, Multiple 
Midwest Locations 
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RLK-Kuusisto, Ltd. 

6110 Blue Circle Drive, Ste. 100 
Minnetonka, MN 55343 

Tel: 952/933-0972 

Fax: 952/933-1153 

E-mail: info@rlk-kuusisto.com 
www.Ilk-kuusisto.com 
Established 1959 

Other Offices: Ham Lake, Duluth 
and Hibbing, MN 

Contact: John Dietrich 


John Dietrich ASLA 
Steve Schwanke AICP 
John Jamnick PE 
Kurt Kisch PLS 
Michele Caron PE 


Continued on next column 
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RLK-Kuusisto, Ltd. is a professional 
consulting firm providing civil en- 
gineering, planning, surveying and 
landscape architecture to munici- 
pal, commercial, residential, and 
energy sector clients. Our compa- 
ny maintains a tradition of excel- 
lence evident in our innovative de- 
signs and customer satisfaction. 


Dean Lakes Mixed-use Develop- 
ment, Shakopee, MN; Andover 
Marketplace East, Andover, MN; 
Savage Crossing, Savage, MN; Na- 
tional Market Center, Blaine, MN; 
Park Summit Senior Condomini- 
um, St. Louis Park, MN; Gift of 
Mary Children's Home, Eagan, 
MN 
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Schoell & Madson, Inc. 

10580 Wayzata Blvd., Ste. 1 
Minnetonka, MN 55305 

Tel: 952/546-7601 

Fax: 952/546-9065 

E-mail: toms@schoellmadson.com 
www.schoellmadson.com 
Established 1956 

Other Office: Elk River, MN 
Contact: Tom Schoittenbauer 


Dana Swindler 


Kenneth Adolf PE 
Daniel Nickols RLS 
Lee Koppy PE 


Civil engineering (commercial, 
residential, industrial, retail), mu- 
nicipal, site planning, landscape 
architecture, system studies, de- 
sign and construction/contract 
administration. Land surveys, 
ALTA, CIC, GPS, Topographic, 
Construction and As-Built./ Wet- 
land, natural resource services, en- 
vironmental site assessments, cul- 
tural resources/archaeological as- 
sessment, regulatory compliance 
and permitting. 


Shakopee Public Utility Service 
Center, Shakopee, MN; Wooddale 
Church, Eden Prairie, MN; Wolf 
Lake Professional Center, St. Louis 
Park, MN; Stone Creek Village, 
Plymouth, MN; Gander Moun- 
tain, Lakeville, MN; Sandstone 
Federal Correctional Facility, 
Sandstone, MN 


SUSTAINABLE HIGH 
PERFORMANCE DESIGN/I 


NDOOR AIR QUALITY 
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Dunham Associates, Inc. 
8200 Normandale Boulevard 
Ste. 500 
Minneapolis, MN 55437 
Tel: 952/820-1400 
Fax: 952/820-2760 
E-mail: 
info@dunhamassociates.com 
www.dunhamassociates.com 
Established 1960 
Contact: 
Kathleeen M. Kolbeck, CEO 


Kathleen Kolbeck PE 
Dale Holland PE 
Jay Rohkohl PE 
Mark Sigel PE 
Darrell Martin EIT 
Brion Szwed PE 


Dunham provides sustainable 
engineering design utilizing the 
concepts of green design, im- 
proved indoor air quality and en- 
ergy efficient systems. To achieve 
high performance mechanical 
and electrical building system de- 
sign, we offer design capabilities 
for systems utilizing and incorpo- 
rating thermal displacement ven- 
tilation (TDV), desiccant dehu- 
midification, energy 
evaluation/reduction through 
equipment enhancement, im- 
proved indoor air quality through 
materials enhancement, efficient 
lighting design, daylighting de- 
sign and other sustainable design 
practices. Dunham applies this 
expertise in K-12 schools, com- 
mercial facilities and hospitality 
projects. 


Elk River Senior High School, 
Rogers, MN; Mounds View School 
Disrict, Mounds View, MN; Kas- 
son-Mantorville Schools, Kasson, 
MN; Seagate TCO Facility, 
Shakopee, MN; American Lung 
Association, Minneapolis, MN; 
East Metro Transit Facility, St. 
Paul, MN 


TELECOMMUNICATIONS 
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Dunham Associates, Inc. 
8200 Normandale Boulevard 
Ste. 500 
Minneapolis, MN 55437 
Tel: 952/820-1400 
Fax: 952/820-2760 
E-mail: 
info@dunhamassociates.com 
www.dunhamassociates.com 
Established 1960 
Contact: 
Kathleeen M. Kolbeck, CEO 


Kathleeen Kolbeck PE 
Dale Holland PE 
Jay Rohkohl PE 
Mark Sigel PE 
Darrell Martin EIT 
Brion Szwed PE 


With a Registered Communica- 
tions Distribution Designer 
(RCDD) on staff, Dunham pro- 
vides design and specification ser- 
vices including telecommunica- 
tion cabling, voice systems, video 
systems, audio/video equyipment, 
active networking equipment and 
other low-voltage systems includ- 
ing video surveillance, security 
and access control, fire alarm, 
nurse call, public address and en- 
ergy management systems. Our 
RCDD has continuous access to 
the latest information in the 
telecommunications design dus- 
try. We can minimize the impact 
of the ever-changing telecommu- 
nications industry standards that 
can render programs, projects and 
objectives obsolete. 


Methodist Heart & Vacular Cen- 
ter, St. Louis Park, MN; Pearl River 
Fitness and Wellness Center, 
Philadelphia, MS; Wellstone Cen- 
ter/Neighborhood House, St. Paul, 
MN; Pentair, Inc. Corporate Of- 
fices, Golden Valley, MN; Ramsey 
County Public Works Facility, 
Arden Hills, MN; Minneapolis/ 

St. Paul International Airport, 

St. Paul, MN 


Paid Advertising 
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TESTING (GEO, PRODUCTS, 
SYSTEMS) 


ete 


American Engineering Testing, Inc. 

550 Cleveland Avenue N. 

St. Paul, MN 55114-1804 

Tel: 651/659-9001 

Fax: 651/659-1379 

E-mail: aet@amengtest.com 

www.amengtest.com 

Established 1971 

Other Offices: Duluth, Mankato, 

Marshall and Rochester, MN; 

Wausau, WI; Rapid City, Beres- 

ford, Aberdeen and Pierre, SD 

Contact: Erik Forgaard, Dir. of 
Bus. Dev. 


Terry E. Swor 


PG 
Richard D. Stehly PE 
Daniel Larson PE 
Mike Schmidt PE 
Jeff Voyen PE 


Robert Kaiser 

We are a multi-disciplinary, geo- 
technical, forensic, and construc- 
tion materials firm providing engi- 
neering and scientific consulting, 
subsurface exploration, and test- 
ing. Specialized services: geo-tech- 
nical exploration, engineering re- 
view, construction testing, special 
inspections, building/ structure 
condition assessment, restoration, 
repair, environmental assess- 
ments, industrial hygiene, remedi- 
al investigations, air emission per- 
mits. New: piezocone penetration 
testing and seismic piezocone pen- 
etration testing, source emissions 
monitoring, industrial hygiene 
services, ground-penetrating radar, 
dynamic pile testing, indoor air 
quality monitoring. 


West Office Building, Wells Fargo 
Campus, Minneapolis, MN; South 
Saint Paul Stockyards/Bridge Point 
Business Park Redevelopment, 
MN; Upper Landing Redevelop- 
ment, St. Paul, MN; Xcel Energy 
Center, St. Paul, MN; Minneapolis 
Heart Hospital Expansion, Min- 
neapolis, MN; General Mills World 
Headquarters, Golden Valley, MN 


Paid Advertising 


THEATER/AUDITORIUM 


*, 
hesa 


Schuler Shook 

123 Third Street N., Ste. 210 

Minneapolis, MN 55401 

Tel: 612/339-5958 

Fax: 612/337-5097 

E-mail: 
mdiblasi@schulershook.com 

www.schulershook.com 

Established 1986 

Other Office: Chicago, IL; 

Dallas-Fort Worth, TX 

Contact: Michael DiBlasi 

Michael DiBlasi 

Michael Burgoyne 


USITT, ASTC 


Schuler Shook offers a full range 
of design and specification ser- 
vices including feasibility studies, 
facility planning and program- 
ming, sightline studies, orchestra 
pit lifts and stage lifts, theatrical 
lighting control systems, orchestra 
shells, theatrical lighting fixtures, 
and construction administration. 
Pantages Theatre, Minneapolis, 
MN; Plaza Theatre, El Paso, TX; 
Boston Opera House Boston, MA; 
Paramount Theatre, Char- 
lottesville, VA; Minneapolis Con- 
vention Center Auditorium, Min- 
neapolis, MN; Cornell College, 
Mount Vernon, IA; Bloomington 
Arts Center, Bloomington, MN 


VOICE DATA/AUDIO/ 
VIDEO 


‘2 
heod 


Data Core Engineering, Inc. 

1700 W. Highway 36 

610 Rosedale Towers 

Roseville, MN 55113 

Tel: 612/617-1200 

Fax: 612/617-1299 

E-mail: 
jwestlund@datacoreeng.com 

www.datacoreeng.com 

Established 1991 

Other Offices: Duluth, MN; 

Portland, OR 

Conact: Jeff Westlund 


James W. Giefer PE 
D. Lane Hersey PE 
Jeff Westlund RCDD 


Bill McGuire 


Continued on next column 


Data Core provides technology 
services for clients’ current and fu- 
ture needs: LAN.WAN design net- 
work implementation, manage- 
ment and support; Internet Ser- 
vice Provider; electronic class- 
room software; infrastructure de- 
sign for audio/visual/data and 
telephone systems. Data Core has 
over 50 years of experience in pro- 
viding technology services. 
Douglas County Wisconsin, 
Metro Center; Hennepin County 
Brookdale Public Service Center, 
MN; Prior Lake High School and 
(Telephone and WAN) District- 
wide, MN; Owatonna Public 
Schools, MN 
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Ericksen Ellison and 

Assoc., Inc. EEA) 

2635 University Avenue W. 
Ste. 200 

St. Paul, MN 55114-1231 

Tel: 651/632-2300 

Fax: 651/632-2397 

E-mail: info@eeaengineers.com 
www.eeaengineers.com 
Established 1954 

Other MN Office: Grand Rapids 
Contact: David L. Larson, 


651/632-2322 

William F. Thiesse PE 
James H. Art PE 
Todd A. Peterson PE 
Terri A. Fleischhacker 

David L. Larson RCDD 


EEA provides in-house design and 
consulting services for A/V, tele- 
phone, sound, teleconferencing, 
security and data network sys- 
tems. Specializing in electroa- 
coustic design for A/V systems, 
including modeling/simulation/ 
design for auditoriums, schools, 
presentation spaces, athletic 
facilities, EEA also provides 
architectural acoustic testing/ 
analysis. 


Continued on next column 


ISD #47 Sauk Rapids-Rice High 
School, Sauk Rapids, MN; St. 
Thomas St. Thomas Becket 
Church, Eagan, MN; Sherburne 
County Courtroom, Elk River, 
MN; Apple Valley City Hall Coun- 
cil Chamber, Apple Valley, MN; 
Forest Lake Public Schools Tech- 
nology Systems, Forest Lake, MN; 
Walter Library Digital Technology 
Center, University of Minnesota, 
Minneapolis, MN 


WATER FEATURES 
CONSULTANT 
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Commercial Aquatic Engineering 
5810 Baker Road, Ste. 125 
Minnetonka, MN 55345 
Tel: 952/445-5135 

Fax: 952/345-6444 

E-mail: gstoks@caqua.com 
www.fountaindesigns.com 
Established 1997 

Contact: Greg Stoks 

Greg Stoks 

Ed Benck 


CAE provides a full range of design 
engineering services to assist archi- 
tects and engineers in developing 
fountains and water feature de- 
signs. We can assist you with the 
overall design process, providing 
expertise on important issues such 
as visual impact, sound emissions, 
splash containment, environmen- 
tal impact, finish selection, water 
chemistry and more. 

University of Minnesota Water 
Features, Minneapolis, MN; Block 
E Outdoor Water Feature, Min- 
neapolis, MN; General Mills Water 
Feature, Golden Valley, MN; Rain- 
forest Café (15 Locations in the 
U.S.); Arbor Lakes Water Feature, 
Maple Grove, MN; Fountain of the 
Wind, Canal Park, Duluth, MN 
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River-City Condominium 

Location: Minneapolis, MN 

Client: Anonymous 

Architectural firm: 

Thomas Whitcomb Architect 

Principal-in-charge: 

Thomas Whitcomb, AIA 

Project manager: 

Thomas Whitcomb, AIA 

General contractor: Branson Builders 
and Contractors (Bill Brandt, 
Bruce Johnson) 

Mechanical-engineering team: 

Vogt Heating and Air Conditioning 

Electrical-engineering team: 

Doyle Electric (Dick Doyle) 

Plumbing: Graybow Plumbing 
(Mike Graybow) 

Lighting designer: Lights on Broadway 
(Tara Batty) 

Interior design: Thomas Whitcomb 
Architect, Inc.; Marshall Field’s 
Southdale Interior Design Studio 
(Marsha Ruwe) 

Construction manager: Branson 
Builders and Contractors 
(Jason Westrum) 

Stone: Schiro Tile (Kip Schiro); 
Johnson Stone (Craig Johnson) 

Cabinetwork: G.T. Ohman Fine 
Furniture (Gene Ohman); 
Woodworking Solutions 
(Dennis Regan) 

Flooring systems/materials: Anderson- 
Ladd Company (Wood); 

Tile x Design (Quartzite) 

Tile: Schiro Tile (Kip Schiro); RBC Tile & 
Stone (Glass Tile) 

Window systems: Secorp, Inc. 
(DeVac Windows) 

Millwork: Shaw Lumber 

Photographer: Daniel J. Whittaker 


Lake Harriet Residence 
Location: Minneapolis, MN 
Client: Anonymous 
Architectural firm: 
David Heide Design, LLC 
Principals-in-charge: Mark E. Nelson, AIA, 
David Heide, Assoc. AIA 
Project manager: David Heide, Assoc. AIA 
Project architects: Mark E. Nelson, AIA; 
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Bayard Engelhardt, AIA 

Project lead designer: 
David Heide, Assoc. AIA 

Project team: David Heide, Assoc. AIA; 
Mark E. Nelson, AIA; Brad Belka; 
Bayard Engelhardt, AIA 

Interior design: David Heide, Assoc. AIA 

General contractor: Choice Wood 
Company 

Cabinetwork: Designed by David Heide 
Design, Fabrication by Choice 
Wood Company 

Decorative finishes: Alec Wilson 

Millwork design: David Heide Design 

Millwork fabrication: Choice Wood 
Company 

Photographer: Alex Steinberg 


Model Home at Saunders Lake 

Location: Minnetrista, MN 

Client: Cottagewood Partners, LLC 

Architectural firm: Larson Brenner 
Architects 

Principal-in-charge: Brian Larson, AIA 

Project team: Brian Larson, AIA, 

Ron Brenner, Marc Thompson 

Civil-engineering team: Otto Associates 
Engineers and Land Surveyors 

Lighting designer: Cottagewood 
Partners with Mik-Lyn Electric 
Company 

Interior design: Cottagewood Partners 
with Baker Court Interiors 

Construction manager: Jim Kirkland 
(Cottagewood Partners) 

Landscape design: Cottagewood 
Partners with Minnesota Green 
Landscaping, Inc. 

Cabinetwork: The Workbench 

Window systems: Eagle Windows 

Concrete work: Greystone Masonry, Inc. 

Millwork: Scherer Brothers Lumber Co. 

Photographer: Phillip Mueller 
Photography 


South Minneapolis Bungalow 

Renovation 

Location: Minneapolis, MN 

Clients: Christine Albertsson, AIA, 
Todd Hansen AIA, John Hornig 

Architectural firm: Albertsson Hansen 
Architecture, Ltd. 


Principals-in-charge: Todd Hansen, AIA, 
Christine Albertsson, AIA 

Project manager: Christine Albertsson, AIA, 
Todd Hansen, AIA 

Interior design: Todd Hansen, AIA, 
Christine Albertsson, AIA, Heather 
Keenan of Gabberts for John Hornig 

Landscape project team: Todd Hansen, AIA, 
Christine Albertsson, AIA 

Stone: Hand collected from cornfields in 
Hastings, MN 

Cabinetwork: Salvaged 

Flooring systems/materials: Forbo 
Marmoleum 

Window systems: Pella Designer Series 

Concrete work: Hage Concrete 

Millwork: Scherer Brothers 

Photographer: Andrea Rugg Photography 


Myers/Rich Studio + Residence 

Location: St. Paul, MN 

Client: David Rich and 
Paulette Myers-Rich 

Architectural firm: SALA Architects, Inc. 

Principal-in-charge: Tim Fuller, AIA 

Project manager: Tim Fuller, AIA 

Project lead designers: Tim Fuller, AIA, 
Bryan Anderson 

Project team: Tim Fuller, AIA, Bryan 
Anderson, Cody Wasmoen 

Structural-engineering team: Jerry Palms, 
ArchiStructures 

Plumbing: Kelly Plumbing (Phil Skoog) 

HVAC: Snelling Company (Joe McCabe) 

Electrical-engineering team: Electric 
Connection (Joe Cane) 

Lighting designer: Lappin Lighting 
(Tonia Nelson) 

Construction manager: Buck Brothers 
Construction (Jay Stills; Brett Cook) 

Landscape project team: Villa Landscape 
(Tim Christenson) 

Cabinetwork and architectural 
metalwork: 3 Ring Scenic (Chris Hand) 

Ceramic: Century Tile (Wes Hook) 

Wood flooring: Schaefer (Jeff Lee) 

Stained concrete: Becker Concrete 

Window systems: Marvin 

Concrete work: M.F. Fleischhacker 
(Dave Fleischhacker) 

Photographer: Peter Bastianelli Kerze 


Golob Freeman Cabin 
Location: Madeline Island, Wisconsin 
Client: Jean Freeman and Bruce Golob 
Architectural firm: Salmela Architect 
Principal-in-charge: 
David D. Salmela, FAIA 
Project team: David D. Salmela, FAIA, 
Souliyahn Keobounpheng, 
Tia Salmela Keobounpheng 
Structural-engineering team: Carroll 
Frauck & Assoc. 
Interior design: Salmela Architect 
Construction manager: Northwood 
Construction 
Landscape architect: Coen + Partners 
Flooring systems/materials: Frost 
Footings, Slasongrade 
Window systems: Loewen 
Millwork: painted pine 
Structure: Wood frame, glu-lam beams 
Roof: EPDM over stress-skin panels 
Chimneys: Concrete block 
Heating: Infloor hot water 
Lighting: Tech lighting (cable) 
Siding: Lap cedar, stained 
Interior: Painted wood paneling (PWE) 
Floor finish: Painted-wood plywood 
Walls & terraces: Smooth concrete 
Photographer: David Salmela, FAIA 


Clara Cabin 

Location: Lutsen, MN 

Clients: Anne Ryan, AIA, Bryan Meyer 

Architect: Anne Ryan, AIA 

Designer: Bryan Meyer 

Windows: Marvin Windows; custom 
windows, sliding doors, screens, bed 

Window and screen frames: Aluminum 
stock from Discount Steel 

Exterior: Fiber-cement board 

Cedar boards: Sawtooth Lumber 

Roofing systems: corrugated metal, 
Knox Lumber 

Interior walls: birch plywood, Siweks 
Lumber 

Flooring systems: Sealed OSB 

Wood stove: Vermont Casting 

Hearth: Slate 

Photographer: Bryan Meyer 
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Fast Forward 


JAMES B. MCBURNEY 


Urban Eco-House on a Wooded Hill 


Who: Sarah Nettleton Architects, Minneapolis, Minnesota; Sarah Nettleton, AIA. 


What: This urban woodland house is Modernist in style and nestled into a steep hill site overlooking a 
stream. Modeled after a Swiss project called Crab Creek, the house brings sustainable European 
technology and know-how to the Twin Cities; namely, it’s designed from an integrated-systems 
perspective, with the house’s envelope structure, insulation and moisture-control layers carefully 
composed to perform together with maximum efficiency. As a result, the house will use 
25 percent less energy than a code-compliant house. The design also carefully preserves most of 
the large trees on the site, while integrating the house seamlessly into the hillside through terraces 
and outdoor views. 


Where: St. Louis Park, Minnesota. 


When: Tentative completion September 2004. 
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